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Several File 
for Precinct 
Committeemen 



Republicans Stand Pat; 

Competition Among 

Democrats Keen 
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Hunting Scenes 
Will be Shown for 
Rod and Gun Club 



With the February 29 deadline draw- 
ing near, filings for election to offices 
of precinct committeemen arc almost 
complete. 

The three present Republican com- 
mitteemen for Antioch township, C. K. 
Anderson in Precinct 1; Fire Chief 
James Stearns in Precinct 2, and Al- 
bert Fricdlc in Precinct 3, are all candi- 
dates for re-election. 

All have held their offices for a num- 
ber of years and all except Fricdlc arc 
■unopposed. Homer Reading has also 
filed as a candidate in Precinct 3. 
Precinct Three Quiet 
No candidate has as yet filed for the 
Democratic party in Precinct 3, but 
there is Democratic competition in 
both of the other precincts. 

In Precinct 2, Charles Ccrmak, Jr., 
of Loon Lake, a candidate for re-elec- 
tion for a fourth term, is opposed by 
Willard J. Murphy and Einar Sorcn- 
son. 

Ccrmak has been vice-president of 
the Lake County Young Democratic 
club for the past two years. When 
elected precinct committeeman for the 
first time in 1934, he was the youngest 
committeeman in Lake county. 

Murphy is owner of the Midget Fat 
shop in Antioch. He made a good 
race for the office of constable at the 
last election, and on the strength of 
the following he had then he is be- 
lieved to merit serious consideration. 
Einar Sorcnson is a Democratic 
leader in Lake county and vice-chair- 
man of the party's Central committee. 
He was formerly committeeman in 
Precinct 1, but moved from that pre- 
cinct «to Precinct 2. 

Paul Chase of Channel Lake and 
RaymcmU • E~ Sorcnson have- filed -lor. 
Precinct 1." 

Chase is a member of the state high- 
way police department and of the Ant- 
ioch Township High school board, and 
is an active Legionnaire. 

Raymond Sorcnson,- who is a justice 
of the peace in Antioch township 
seeks to replace his father as com- 
mitteeman in Precinct 1. 

William M. Marks has filed for Lake 
Villa on the Republican ticket. Marks 
is chairman of the Lake County Re- 
publican Central committee. 

Democratic filings for Lake Villa 
include Herman J. Wolf, Walter 
Schneider and Edward Gcldcn. 



Mrs. Hamilton - 
Dies Suddenly 

Passes Away in Sleep at 

Home on Highway 83 

Early Monday 



Technicolor movies showing hunting 
scenes in Canada, and at Ottawa, 111., 
arc a part of the program to be pre- 
sented at a meeting of the Antioch 
Rod and Gun club Wednesday eve- 
ning;, Feb. 28, at the high school. 

Pictures of big game hunting, en- 
titled "Wheels over Africa," will also 
be included among those shown. 

The movies are being brought here 
through the courtesy of George Peter- 
son, Waukcgan, it is announced by 
President R. G. Holtz of the .Rod and 
Gun club. 

•'This meeting will be open to all 
who wish to attend, free of charge," 
President Holtz states, "and we will 
be pleased to welcome men and women 
guests, as well as young people who 
wish to be present." 

Refreshments will be served after- 
ward under the charge of a committee 
of which R. H. Childcrs, secretary of 
the club, is chairman. 



Lessons in 
Red Cross 
Work Open 



NOT A NEW BELT BUT A DIET 



Senior Class is 
Winner in H. S. 
Drama Tourney 



Nine Men Report for Course 

in. Firsf; Aid 

Tuesday 



•Nine men reported for the opening 
of a standard course in Red Cross first 
aid instruction Tuesday evening in the 
! Antioch village hall. 

Arthur LaCrossc of Kenosha, one 
of the highest ranking lay instructors 
in Wisconsin, and lieutenant of the 
Kenosha rescue squad, is in charge of 
the course. Ray Woodworth of the 
Kenosha squad is his assistant. 

Men enrolled for the first aid studies 
include R. F. Allner, Howard Strang, 
James McMillcn, C. B. Shultis, Walter 
Scott, Walter Kraft, James Mullancy, 
Einar Petersen and John Horan. 

All except Mullaney are members of 
the Antioch fire department. Mullaney 
is in the employ of the Public Service 
Company of Illinois, and is interested 
in the work because of the many cases 
in which Public Service employes may 
find first aid training helpful. 
Local Members Aid 
Members of the Antioch rescue 
squadi L.- D. Powles, Herman Rosing 
and Herman Holbck, all of whom are 
graduates of advanced RcU Cross 
training," arc assisting in the classes 
here. 




Candidates 
for Primaries 
Announced 



Three Republicans Are 
Unopposed for Re- 
Election 



Plays Monday and Tuesday 

Evenings Are Attended 

by Total of 550 



Rescue Truck Fund 
j is Steadily Growing 



The course is a part of plans being , Nearby Communities Lend 

.1 . 1 _f 4l,.. _ • - «^. . » • 1 



made to enlarge the personnel of the 
local rescue squad and increase the 
scope of its services. 



Found dead in her bed ^tonda, 

morning by her husband, John Ham- 

"iton when he endeavored to arouse 

cr Mrs. Minnie Hamilton was la d 

o res with funeral services held 

Wednesday at 2 p. m. in Craceland 

^ SIXs were well known 
throughout this region as proprietors 
o the Oak barbecue and cofTce shop 
on Highway 83, between Antioch and 

a Mrs! Hamilton was born at P coria ' 
111., 58 years ago. Survivors include 
two sisters. 



Winning over the Junior class by the 
narrow margin of two points, the Sen- 
ior class was judged the winner of the 
seventh annual inter-class drama tour- 
nament, held at % Antioch High school 
Monday and Tuesday evenings. 

The most popular play Monday ev^ 
ning was "In an Irish Garden." "Re- 
member the Dawn" took honors Tues- 
day night. 

About 250 persons attended the tour- 
-name.ntrthe Hm.night aMd-30O.thc-SCi>. -r- 
ond night. 

Outstanding performances were 
given by Doris Clark and Charles An- 
derson Monday evening, with LeRoy 
Malck and Violet Loftus in second 
place. Tuesday evening, Roberta Sel- 
tcr took first place for the girls and 
Jeanne Perry second, with William 
Cisna of Salem first for the youths, 
and Dale Smith of Lake Villa second.' 
Also among the holders of the first 
five places Monday 'evening were Mary 
Kay Lynn, Carol Truax, Lois Bonner, 
Roman Pfanncnstillc, Gordon Kno'.» 
and Dudley Ward; on Tuesday cvii 
ning, Virjcan Hook, Joan Smith, Alice 
Ward, Richard Hartncll, James Har- 
vey and Arthur Carpenter. 

From among the plays given in the 
tournament, one will be chosen to rep- 
resent the school at a district drama 
tournament to be held in Palatine in 
April, it is announced by Mrs. Mar- 
guerite K. Phillips, drama coach. 
Plan Banquet 
The trophies won in the inter-class 
tournament will be presented at the 
annual Thespian banquet. The date of 
the banquet, which will be held some 
time within the next two or thrco 
weeks, is being decided upon this a> 
tcrnoon. 

Plays given Monday evening were: 
"Two Hundred Riders," with Doru 
Klass, Lylc Tcchcrt, Marjoric Doolil- 
tle, Robert Hawkins. Gordon Knott, 
Martha Winch, Ray Bacthkc and Bet- 
ty Hankc in the cast; "In an Irish Gar 
den," with LeRoy Malck, Joyce An- 
derson, Violet Loftus, Lucille Sher- 
man, Doris Schneider, Dorothy Aron 
son, Beatrice Willet, Roman Pfannen- 
Sticlc and Gilda Pierce as the players. 
"Gray on the Horizon," with George 
Pierce, Robert Hunt,' Lois Bonner and 
Patricia Hanna; "Wienies on Wcdnci- 



Antioch Lions 
Club Awarded 
Highway Sip 



Support to First Aid 
Campaign 



Spreading out like a ripple in water, 
•interest in the campaign to raise funds 
for purchasing a truck to be used by 
the Antioch rescue squad in its Red 
! Cross first aid work is reaching nearby 
'communities, and contributions have 
started to come in from them. 

In recognition of the value of such 

first aid service throughout the lakes 

area, a number of persons have al- 

Sponsorship of Other Clubs . ready sent contributions to Antioch 



"Heart of Nature" 
Tells World at 
Sportsman's Show 

Fox Lake, Long Lake and 
Ingleside Join in Pro- 
moting Region 



Wins Award from 
-Heatiqirarters 



^^ns^chairniaain dliarge of the fund. 
\ Persons from out-o"£tbwn-who wish- 
to send in their contributions may ad- 
Word has been received from the drcss t ) lcm c jthcr to the First National 
Lions International headquarters in Batik of'Antioch, which will turn them 
Chicago that the Antioch club has over to chief Stearns, or to Stearns 
been awarded a Lion highway sign ^himsclf.'athis home, 1031 Main street, 
in the Club Sponsor contest. j The rescue squad, which is spon- 

The new sign is being sent to Dr. sore d by the Antioch fire department 
D. N. Deering, president, and will be anc j t j lc village of Antioch, does not 
erected along one of the main high- confine its services to the immediate 
ways leading into Antioch. ' community, but answers all calls. It 

The Antioch Lions have in the past j ias a i so engaged in road patrol work 
sponsored the organization of various on holidays and week-ends when traf- 
othcr Lions clubs, the most recent be- f, c was unusually heavy, and is ready 
ing at Lake Villa'. The Richmond at a j| t j mcs t o co-operate with state 
club was also sponsored by the Anti- police and sheriffs departments, phy- 
och Lions. , sicians, and with other rescue squads. 

A meeting of the Antioch -club will The Antioch rescue squad is the only 
be held Monday evening at the Round- one in Lake county made up of men 
Up. A dinner, followed with a pro- w ith advanced Red Cross training. It 



Setting forth the advantages of the 
Lakes region as a ycar-'round recre- 
ation spot arc more than 35.0(H) piece- 
of literature being distributed by Fox 
Lake, Ingleside and Long Lake com- 
munity leaders this week atthe second 

Fire' Chief James Stearns, who is act- annual Outdoor Sportsman's show- at 



Three Republican candidates for re- 
election in Lake county are unopposed, 
a check-up of entries for the 1940 pri- 
mary reveals. . 

The list of candidates includes: 

(♦Incumbents) 

Congress, Tenth District 

Republican: George A. Paddock^ 
Evanston; Drcnnan J. Slater, Evan- 
ston; John Fay Harris, Waukcgan;. 
James Crumc, Chicago; Robert E„ 
Schacfer, Chicago. 

Democrat: John Hadcrlcin, Chicago* 

State Senator, Eighth District 
Republican: *Ray Paddock, Round 
Lake: Albert E. Nordstrom, Waukc- 
gan; Verle Corley, Lake Bluff; Rich- 
ard' E. Martin, Highland Park. 

Democrat: None. 
State Representative, Eighth District 
Republican: *Nicho1as M. Keller* 
Waukegan; *Harold D. Kclsey, Bar- 
rington; Daniel S. Hunt, Dcerfield; 
Brown Pierce, Highland Park; Mich- 
ael J. Haney, Waukcgan, and Charles 
Ncal, North Chicago. 

Democrat: *Thomas Bolger, Mc- 
Hcnry; J. H. Hoff, Waukegan. 
Lake County Coroner 
Republican: *Dr. John L. Taylor,. 
Liberty ville; Charles Kruegcr, Waukc- 
gan: Dr. J. F. Walter, Waukegan. 

Democrat: Orvillc J. Lane, Waukc- 
gan. 

Circuit Clerk 
Republican: *L. J. Wilmot, Waukc- 



gram, will be enjoyed. 



Antioch Takes 
Fourth Place in 
N. W. Conference 



Defeats Northbrook 



is at present composed of three men. 
and plans to enlarge its personnel as 
others are trained. 

Contributions for the rescue truck 
during the past few days included the 
following: 
E. H. Ahlarider, Grayslakc- $ 2.00 

C. L. Kutil J; 00 

Dr. W. A. Biron — 5.00 

Charles Ccrmak. Jr., Loon Lake 2.0C 

Frank Wolf, Loon Lake 2X0 

Fred Wolf, Loon Lake 5.00 

.Charles Ackcrman, Grass Lake 10.00 

|j.C. James ~ 2.00 

Team Ed Smith, Loon Lake -■ 



by 



24-15 Score 
Final Game 



in 



Previously acknowledged 191.00 



Antioch Township High school bas- 
ketball players defeated Northbroot: 
24-15 Friday evening to close their 
Northwest conference season in fourth 
place. The Antioch lightweight team 
also worr over the Northbrook lights, 
24-16, in the double game, held here. 



Announce Boys', Girls' 

Ping-Pong Tournament 

Registrations arc being made these 
days for a boys' and girls' ping-pong 
tournament to-be held next week m 
the recreation game room at Antioc.i 

Gr pfa^may enter in the following 

di Midg n ct: Fourth and fifth grades; 
junior, those in the sixth, seventh and 
eighth grades. The midgets will play 
single matches only, and juniors will 
play singles, doubles and mixed dou- 

Official table tennis rules will be 
used and the referees' decisions will be 
final. Ribbons will be awarded to the 
winners. Miss Dorothy Pulse, super- 
intendent of the project, and Edwin 
Kapsa, recreation leader, will be in 
charge of the tournament. 

N E. Sibley arrived home Thursday 
from Wright Field at Dayton, O., to 
spend a few days with his ianuly. 



,, l(i . > The winner of the conference cham- 

day," with Winifred Truax, Lloyd p J nship was Palatine, which defeated 
Drom, Marie Quirk, Dudley Ward and i rr| a High of Lake Zurich 41-14, on its 
Carol Waters. own floor. This was the ninth con- 

"Rcmcmbcr the Dawn," with George ference game won by the Cook county 
' ' players. Their only loss in the tour- 



Sterbenz, Mildred Van Patten, Wil- 
liam Cisna, Richard Lucdtkc, Jerry 
Savage, Gordon Knott, Irene Chinn, 
Roberta Selter, Arthur Carpenter, Ray 
Bacthkc, James Harvey, Louis Kratz, 
Lawrence Kcisler, William Johnson; 
"The Lost Kiss," Vivian Cosgrove, 
Robert Drcsscl, Alice Ward, , Paul 
Stcrbcnz, Louis Mueller, Frank Petty, 
Arthur Small,: Donald Hutchinson, 
Virjcan Hook and Marjoric Ferris. 

"Hiram and the Princess," with 
Jeanne Perry, Richard Hartncll,' Zclh 
Ellis, Gertrude Horton, Robert Hor- 
ton, Charlotte Nash and Lila Cobb:^ 
"Madness in Triple Time," -with Joan 
Smith, Ella Fay, Mildred Dow, tucilld 
Waters, Dale Smith and James Main. 



nament was to Wauconda, holder of 
second place in the finals. 'Wauconda 
defeated Benscnvillc 34-19, to rate sec- 
ond, place on its record of eight vic- 
tories and only two defeats. 

Third place went to Barrington. 
winner over Grant, 42-13, on the Grant 
team's home floor; 

* Lightweight scores were Palatine 28 
Ela 9; Barrington 42 - Grant 13; Wau- 
conda 34 - Bcnscnville 19. 
Slow in Starting 

Northbrook led over Antioch in the 
opening period, but .was tied by, the 
Scqaoipr, 6-6 _a't its close. Antioch took 
thVlfca'd on*-' Blackmail's free throw at 
the start of the second period, and held 
it to tlic end of the game. The score 
was 11-7 at the half, and field ^oals 



Total to date -$225.0? 

New Wilmot Library 
Opens With 800 
Volumes on Shelves 

Circulation on First Day Is 

86 Books; Hours 

3-5, 7-9 



on 
800 



Mmcs. Walter Hills, Frank Harden , 
and Chris Mortensen spent last Thurs- by Hawkins and Blackman in the third 
day in Waukcgan, where they attended | period raised the advantages to 21-11. 
a performance of "Gone With the Fred Hawkins scored 10 points for 
Wind." ' Antioch and John Blackman eight. 



The Wilmot library'- opened 
February 13 with approximately 
books and a circulation on the open- 
ing day of 86 books. The hours of 
opening have been changed from 
three o'clock to five o'clock instead 
of six on Tuesdays and Fridays. 
The evening hours are . the sanv, 
from seven to nine p. rri. 

Some of the newer books obtain- 
able arc "Escape," by Ethel Vance; 
-".Peculiar Treasure," by Edna Fer- 
lier; "Meek Heritage" by Sillanpa, 
Finland's greatest novelist. It is a 
dark and powerful story of a peasant s. 
life and of his fate in the revolution 
from which the Finnish nation 
emerged. 

Mr. and Mrs. Arthur Tricgcr spent 
Wednesday in Chicago. 



the International ampitheater in Chi- 
cago". ... 

Sixty-seven resorts and business 
concerns of the three communities, un- 
der the leadership of the Fox Lake 
Lions club, are joining in sponsoring 
this promotional campaign. 

A pretentious display, featuring the 
four-fold appeal of the lakes region, 
with spring, summer, autumn and win- 
ter sports represented, was arranged 
by them for the Sportsman's show. 
Thousands of the folders, designed to 
draw Chicagoans and others to the 
lakes area, were given out at the show 
by the committee in charge of tin 
booth, which included Harold O. Mey- 
ers, president of the Fox Lake Lions 
club; George S. Fitzner, Lcs Volk and 
Otto Gaertncr. 

"Boosters" Charter Bus 
On Tuesday a chartered motor bus 
was engaged to transport 35 "boosters" 
to the show. 

This year's regional folder was de- 
signed and printed by the Antioch 
News, and was pronounced "the best 
ever." With its color scheme attrac- 
tively carried out in red, white and 
black, it bears the slogan, "For year- 
'round fun, visit the Heart of Nature 
in the northern Illinois lake region." 

The year 'round calendar of recre- 
ation in the lakes region, including 
fishing, canoeing, bathing, golfing, 
hunting, ice-boating and tobogganing, 
is outlined in a scries of attractive 
photographs. 

Other literature distributed, likewise 
extolling the recreational advantages 
of the lakes area in various ways, was 
also designed and printed by the 
Antioch News. 

Sports celebrities from many coun- 
tries arc thrilling record audiences at 
the Sportsman's show, those who have 
already visited it report. 

Prominent among those who appear 
twice daily on a program that includes 
vritually every outdoor sport that can 
be presented indoors arc Anders Hau- 
gen of Norway, Nick Nylund of Fin- 
land, and Karl Nilscn, a veteran Scan- 
dinavian, who has been making records 
in outdoor ski-jumpirrg for many 
years; Slingshot Charlie of Reel Foot 
Lake, Tcnn., Ken Wilhelm of Yermo, 
(continued on page 5) 



gan. 

Democrat: James E. Powers, Wau- 
kcgan. 

State's Attorney 
Republican: *Charles E. Mason, 
Gurnee; George S. McGaughey, Wau- 
kegan; Harry A. Hall, Waukegan. 

Democrat: Charles E. Noll, Waukc- 
gan. 

County Recorder 

Republican: ♦Howard" L. .Scott* 
Waukegan. 

Democrat: Fred Caliger, Waukcgaru 
County Auditor 

Republican: * Robert J. Pearsall, 
Waukcgan. 

Democrat: Edward Klammcr, Zion. 

New filings for precinct committee- 
men include: James R. Zorafa, (R), 
Waukcgan 4; Willard J. Murphy, (D), 
Antioch 2; John P. McCann, (D), 
Benton 1; Ralph Whitman, (D), Wau- 
conda. 

Filing for precinct posts will con- 
tinue until Feb. 29. 



Soil Tests to 
be Conducted at 
"Farmers' Day" 

Laboratory Will Be Set 

Up in Conjunction 

With Exhibit 



F. F. A. Teams Win in 

2 Games With Gurnee 

Both the heavy and light weight 
teams of the Antioch Future Farmers 
defeated the Gurnee Chapter teams in 
a double basketball game Saturday in 
the Antioch High School gymnasium. 
The first team won by a score of 29 
to 19 while the seconds won by a large 
margin, 28 to 12. 

After the games the Antioch chapter 
entertained the Warren boys at a 
luncheon in the High School cafeteria. 

About sixty Future Farmers attend 
I cd the game and the party. 



A soil-testing laboratory to be con- 
ducted by a soil specialist is another 
feature that has just been announced 
for the "Farmers' Day" program to be 
held in Antioch High School gymna- 
sium Wednesday, March 6. 

The laboratory will be sponsored by- 
Armour and company, of Chicago. 
Farmers may bring in samples of 
soil they wish tcsted.This soil should 
be collected in advance and dried, as 
it must be thoroughly dry at the time 
of testing. This service will be avail- 
able free of charge. 

Shelled Corn Show 
Interest in the shelled corn show 
that will be another feature promises- 
to be county-wide, if not more than 
that. Inquiries are coming in from 
various sections, and large numbers o£ 
entries arc expected, according to C. 
L. Kutil, local agriculture instructor. 

Fourteen pounds of shelled corn may 
be entered, any time up to 2 p. m. the 
day of the show. 

"Hybrid Corn" and "Pasture Im- 
provement" will be discussed by Prof. 
J. C. Hackclman of the University of 
Illinois agriculture extension depart- 
ment, who is to be the principal speak- 
er. 



Dance Mar. 27 to Benefit 
Bristol* Fire Department 

The annual fireman's dance for tlw 
benefit oi the Bristol fire dcp;«rtmcnt 
will be held at Fox River Gardens, 
Wis. Highway 50 at Fox River, Wed- 
nesday evening, March 27. 
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Personally Conducted Home Tour 

It's quite a ways yet to spring. Most of us will have 
many idle hours to dissipate while winter weather keeps us 
indoors. A few of those hours could be both pleasurably 
and profitably spent in the interest of fire prevention. 
And that activity might be the means of assuring that you 
will continue to have a door to bolt against the cold! . 

Next time you find the hours dragging, start out in a 
Jittle tour of your home. Take the family along— it won't 
be an arduous trip. Begin in the attic, where all those 
ancient magazines you've meant to read and never will, are 
stored, along with paper cartons, your wife's collection o£ 
old clothes, broken furniture which you'll never find time 
to repair and wouldn't use if you did, and similar odds and 
ends. Sorting over the collection will probably afford 
amusement, as you come to that forgotten picture of Aunt 
Hattie in her wedding dress, and kindred relics. Have 
your fun— and when it's over call the junkman. 

Do this in closets, spare rooms, basement, garage. 
And it's a safe bet you'll come on many a dangerous fire 
hazard you never knew existed. Fire likes nothing better 
than accumulation of rags, paper, improperly stored in- 
flammable liquids, amateur electric repair jobs, etc. 

The upshot will be a more comfortable and roomy 
home, no less than a safer home. Probably you'll find 
articles which can be used by charities, and thus do a good 
turn for your less fortunate neighbors. Let's get going on 
that personal fire prevention tour. 

If, 9£ 3fi 

Another Business Killer 

The bright boys down in Washington, in their des- 
peration to find new sources to tax to stave off the day of 
reckoning when the heavy hand of taxation will fall "di- 
rectly" on the working man and average citizen to save 
this country from bankruptcy, have hit upon a new idea— 
namely, a tax upon income taxes paid. 

In other words, if you pay SI CO income tax, you would 
be assessed another $10 on that tax. It is reported that 
promoters of this tax believe a super-tax is desirable be- 
cause it would not affect consumption. 

Commenting on the hypocrisy of such wishful reason- 
ing, Raymond Moley, in Newsweek of January 22, says: 
"Increasing the amount a man pays for taxes presumably 
will take away from either what he saves or what he 
spends. ... It will pry loose private savings and route 
them into the treasury. To the extent that it does, it will 
prevent them from flowing into the capital investment 
market. It will be of a piece with those very spending 
policies that have acted as business deterrents. It will 
impede investment in private enterprises and impede re- 
employment. If, on the other hand, this tax is not in 
large part paid out of savings, it will be paid out of what 



would otherwise be spent, consumed. It must therefore 
directly affect consumption." 

The tax spenders are coming to the end of their rope 
when they argue that $10 added tax on each $100 in taxes 
a man pays, will not affect consumption. Take $10 out of 
your pocket, and see if you have it to spend for shoes. 

•«• •»• nf* • 

Like Building a Barn 

The motive behind agricultural marketing co-opera- 
tion is identical in principle with the motive of the farmer 
who calls in his neighbors when he builds a barn. He. 
can't build the barn properly alone, so he sensibly obtains 
help. 

No farmer, disposing of his produce alone, can get the 
most out of it. Nor can he expand his markets, deal on 
an even basis with the middleman, or adequately deal with 
any number of other problems. Marketing co-operation 
combines the production, energies and abilities of thous- 
ands of farmers into an organization capable of properly 
and efficiently representing them. The cause of each in- 
dividual participating is thus served by group action. 

•j* v *<p 

Jobs, Profits, Opportunity! 

"We have learned the lesson that when opportunities 
for profit diminish, opportunities for jobs likewise disap- 
pear." 

These words happen to be the formal declaration of 
the executive council of the American Federation of 
Labor, but any other group sincerely interested in the 
well-being of the United States could utter them at this 
time with equal logic. For the "lesson" mentioned is one 
that has been taught over and over again in the course of 
the depression years through which this country has 

passed. 

Business, whether the "business" in question happens 
to be farming, running a manufacturing enterprise, or per- 
forming some other legitimate function in our economy, is 
the real source of jobs. Unfriendliness toward those who 
produce the nation's goods, accompanied by constant mis- 
understanding of business motives, strikes at the roots of 
the job-making opportunities in this country. 

It's a truth that becomes evident as soon as it's 
thought over on a common-sense basis. But at the same 
time it's a truth that will bear plenty of emphasis. 

Labor's representatives serve progress by affirming 
their belief in the profit system at this time. 

* # * 

Our public debt — national, state and local — now aver- 
ages $430 for every man, woman and child in the country. 
The present generation has placed a mortgage on all the 
people and on the property of all the people in order to 
prime the pump for the present generation."— Harry Flood 
Byrd, U. S. Senator from Virginia. This is a nice pres- 
ent to hand to unborn generations. What will they think 
of the intelligence of their forefathers? 

*f* *v* •*• 

"Democracy is waging a battle within itself against 
the forces of centralization which, in the name of efficiency 
or benevolence, are cutting the ground of government 
fiom under the citizens and placing it in the national cap- 
ital." — George D. Aiken, Governor of Vermont. 



W1LMOT 




Carl Ganger is a patient at the Bur* 
lihgton hospital recovering from ;i sur- 
gical operation. 

Mrs. Laura Anderson, Mill Gr ■'■■.. 
I nd.. called on Mr. and Mrs. Charles 
Kani? Friday. Mrs. Anderson lived 
in Wilniot a number oi year- back and 
was known then as Mrs. Laura Iver- 
squ. 

Frank Rudolph i> a patient at the 
Burlington hospital, having been re- 
moved there by ambulance the first of 
the week. 'He is improving after a 
serious illness. ] 

Lloyd Stoxcn accompanied Irving 
Carey of Antioch to Chicago for the 
day Thursday and con Milted a special- 
ist regarding the break in hi- left foot. 
The M. E. Ladies' Aid gave a mis- 
cellaneous shower at the church hall 
on Thursday afternoon honoring Mrs. 
Harold Foulke, the former Viola 
Newell. 

The M. E. Ladies' Aid i- sponsoring 
a chicken dinner on Thursday, Feb. 22. 
at the church hall. Thi la'diea will 
serve front five o'clock on. 

The Past Matron,' club oi the Wil- 
niot Chapter O. \i. S, met with 
Mrs. Angcliue Lischka, of Twin Lakes 
on Tuesday afternoon, February 20. 

Mrs. Winn Peterson was in Kenosha 
for the day, Thur idaj . 

Mr. and Mr-. Charles Kani- and 
Viola visited friends at Bristol on 
Thursday. 

The Wilniot Mother- club will hold 
a card party at tile school oh Tues- 
day evening, Feb, 20, 

The following numbers were omit- 
ted from a report >:i the last P. T. 
A. program, of thi? week: V 
solo, Mrs, Russell Knde. "My Trib 
ute" accompanied by Mr-. Roj Swen- 
s« »:i at the piano. \ clarinet solo by 
Miss June Hartnell, of Salem ac- 
companied by Mr-. L, K. McVicar. 
Virgenc Vb$s attended a T- achi r-' 
Convention at Kenosha on Saturday. 
Paul Voss and son, Darwin, took 
a load of hogs to the Chicago >t 
yards on Monday. 

Lloyd Stoxcn returned to work at 
the Carey Electric Company at Anti- 
och on Monday after an absence of 
nine weeks due to a foot injury. 

Mr. and Mrs. Fred Lent and daugh- 
ter and ("den Allen of Genoa City 
were dinner guests Sunday of Mrs. 
L. Sherman. 

Mr. and Mrs. J. \{. West of Ziori 
were guests on Sunday of Mr. and 
Mrs. Herbert Sarbacki r. 

The Wilniot Mothers' club held a 
card party at the school Tuesday 
evening. Bridge and 500 were in 
play and a lunch served. 

Frank Rudolph returned Saturday 
evening from the Burlington hospi- 
tal. 

Guests of Mr. and Mrs. Henna. i 
Richards on Sunday were Mr. and 
Mrs. John MafT and daughter, Mr. 
and Mrs. William Jackson, all cf 
Chicago, Mr. and Mrs. H. Reed and 
children of Waukcgan. 

Mrs. Violet Lavcndoski of Wau- 
kegan spent Sunday with Mr. and 
Ferdinand Beck. 
The Wilmot High School P. T. A. 



is sponsoring a card party and dance 
at the Wdtnot gymnasium this Fri- 
day evening. Thi- i- thi first event 
given by the P. T. A. and it is hoped 

I a large crowd will be in attendance 
Peace Lutheran Church. Rev. R. P. 

' Otto Pastor. Lenten service* this 
Wednesday evening at 7:30; Sunday 
School at 8:45 and English Worship 
at 9:30, on Sunday. Feb. 25. 

I Mrs. Aug. Neumann spent Friday 
at Twin Lakes with Mrs. Frank 
Jahns. 

Mr. and Mrs. Don Merrick and 
son. Chicago, were out Sunday with 
j Mr. and Mrs. Harry McDougrdl. 
Mr. and Mrs. Wallace Runkel and 
Mr. and Mrs. Clifford DcBcll of 
guests of Mr. and Mrs. Russell El- 
wood. 

Mr. and Mrs. Roy Rufton and Mr. 

| and Mrs. Fred Schmalfcldt of Silver 

Lake were dinner guests Tuesday eve- 



under the captaincy of Francis Rci- 
ter ,of Silver Lake. His assistants 
are John Robert, Donald Robcrs, 
Bassetts; Tony Semler, Salem, Henry 
Nicnhaus, Bassetts, William Fox 
Salem, William Richter, Silver Lake, 
and Warren Sarbackcr, Silver Lake. 

Guests of George Faulkner on Sun- 
day were Mr. and Mrs. R. Harrison 
and Miss Harrison of EUchorn. 

Mr. and Mrs. Clarence Holtdorf, 
Milwaukee, spent Sunday with Mr. 
and Mrs. Charles Kanis and August 
Holtdorf. 

Mr. and Mrs. Frank ZarnstorfT of 
Richmond called Saturday on Mr. and 
Mrs. Herman Frank. 

Union Free High Schools 

The basket ball team was defeated 
by Antioch high school 23-18. This 
week they play Union Grove on the 
Union Grove floor and play an clim-j 
inatipn game with Watcrford for the 
District Tournament. 

Other new books arc "Western 
Union" by Zanc Grey, and VTJw 
Yearling," by Rawlings,. This book- 
won the 1939 Pulitzer prize. "Tlrs 
Proud Heart," by Pearl Buck; "Re 
becca," by Du Mauricr, and "That's 
My Story." by Cprrigan; "Disputed 
Passage," by Doifglass. Two Wis- 
consin novels by Drelith — ''Restless 
Is the River," and "Wind over Wis- 
consin." 

LaVarrc's "Gold, Diamonds and 
Orchids" is an exciting adventure 
story. 

The public is invited to come to 
the library and select whatever type 
of reading is the most appealing. 

"Again loved Christmas 
is here" 
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i niiig of Mr. and Mrs. Ray Button. 
I The infant daughter, three weeks 
of age. Arlene Henrietta, of Mr. and 
Mrs, Kay H'orton died at the Bur- 
I iington hospital Saturday evening. 
J Mr. and Mrs. Herman Frank an A 
•family spent Sunday afternoon with 
I Mr. and Mrs. William Harm. 

The Junior Neumann club met at 

I trie Holy Name parish house on Mon- 

' day evening. 

Mrs. William Boersma of Trcvoi 

! spent Sunday with Mr. and Mrs. Paul 
Ganzlin. 

! Mrs. Fred Faulkner was notified of 

l the death of her brother-in-law, J. K. 
Foulston of Wichita. Kansas, from a 
heart attack, on Sunday. Mr. Foul- 
ston has been a frequent visitor at 

I Wilmot and will be recalled by many 

I resident-. 

i Tlic Milwaukee Diocesan Charity 
drive in the Holv Name parish is 



a GAIN loved Chrlstmis 'i 
tierc, full of divine benedic- 
tion- and crowned with the 
dearest memories In human history 
-the earthl> advent and nativity of 
our Lord and Master. At this happy 
scasou the veil of lime springs aside 
at the touch of Love. We count our 
biesHinys und.see whence they caint 
anc whither they tend.' So writes 
.Mary Baker Eddy, the Discoverer 
and Founder ot Christian Science, on 
page 25G of "The First Church of 
Christ, ScientlHt. and Mlscvlluny." 

This imt-'esslve season will never 
tost Its attraction Tor humanity, 
whose innate desire is to expfeafc 
jove. Human hearts are softened in 
commemoration ot the DIesbed Beth- 
lehein babe, whose birth dated the 
Christian era because his life set a 
new standard for human though', 
and action. Jesus' advent in the 
Mesh marked the appearing ot the 
Messtah, or aavlou ol mankind, foi 
which prophets and godiv in in ami 
women had longed with lender ex- 
pectation, and which the) greeted 
with praise and grailtude. 

The devout New Kngland preach- 
er-poef. Phillips Brooks, caughl lilt 
beauiiful sentiment ot Christmas. 
anil liullted a nymn which nun since 
become beloved. The tenderly im 
preH.sive llrst verse reads: 
•.'() little loVii ot Bethlehem, 
How still we see thee lie; 
Above thy deep and dreamless sleep 
The silent stars go by; 
Yel in thy dark streets shlneth 
The everlasting Light; 
Tin* hopes and tears ol all the years 
Are met in thee tonight." 
Yes. the hopes which had been en- 
tertained by consecrated Biblical 
characters, during, the preceding e. - 
turles. met ?h»>lr fulfillment that 
nleht. when "the everlastlnc Light" 
shorn* ovffi Bethlehem, and ill* prec- 
ious promise ol mankind s salvation 
began to be realized. And today ll is 
b^vnnd bnmnn iMIIty tn men. "lire 



tno beneficent results of the advent 
of Jesus nlnoteen centuries ago* 

At Christmas time spiritual quali- 
ties are more clearly recognized and 
valued, and are expressed to a great- 
er exteut. It is not material gifts m 
themselves that count, hut the 
thoughtfulnesB, the loving-kindness 
expressed in little tokens of love, the 
desire to surprise a loved one and 
to Impart Joy. Everyone values these 
signs of love, and seeks to recipro- 
cate by tendering, in exchange, ap- 
preciation and gratitude. Thus Is the 
spirit of tu- Christ expressed In lov- 
ing dcedB, even ns the Apostle °aui 
urged upon the Romans: "Let love 
be without dissimulation. ... Be 
kindly affectloned one to another 
with brotherly love" (Romans 12:9. 
10). The true worth of Christmas 
Her not in material gift giving, out 
lr the deepening nnd extending of 
the true sense of love between 
brethren, and In a broader answer 
to the "question, "Who Is my neigh- 
bour?" . . . 

Humnn life is enriched beyond cal- 
culation, becr.UBe centuries ago there 
was born. In Bethlehem, the babe 
Jesus, who. In tils Inter ministry, 
falthrui co his trust, revealed and 
demonstrated the Christ, founded 
Christianity, and gave to all men 
the gospel of love. This, then, shows 
whence pome our blessings, "and 
whither they tend." 

It. (s the ChrlBt-splrtl, the tender 
Influence or the Christ-power, that 
Is making the world a better place 
In which to live. Gratefully may we 
acknowledge thh sacred influence 
upon the lives of men. and seek to 
reflect divine Love. In spreading 
kindness, love, and cheer around us. 
Our true desire finds expression In 
.Mrs. Eddy': Christmas message for 
19U0 (Ibid., p. 267 1: "To this aus- 
picious Chrlstinastfde, which hal- 
lows the close of the nineteenth cen- 
tury, our hearts are kneeling hum- 
bly. We own his giace, reviving and 
healing. At this Immortal hour, all 
human hate, pride, greed, m.si should 
bow and declare Christ's power, and 
the reign o. Truth and Life divine 
should make man's oeing pure and 
blest." — The Christia Science Moni- 
tor. 
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Alien and daughter, Prlsdlla, motored 
to, Burlington Sunday afternoon, where 
they visited Mrs. Dorothy Murphy and 

family. ■ , 

George Duuford, Montgomery Lake, 
spent Wednesday at the home of his 
daughter, Airs. Harry Dexter, Jr. 

Mrs. Byron Patrick, son, Robert, 
and Mrs. Leo McVicar, Salem, were 
Wednesday afternoon callers at the 
Mrs. L. Patrick home. 

Charles Curtiss, Kenosha, was a 
Trevor caller Wednesday. 

A number of farmers from Trevor 
attended a farm sale near Bristol Wed- 
nesday. . 

Mr. and Mrs. Novonty, Chicago, 
spent Sunday at their ■ cottage in 
Trevor. 

Mr. and Mrs. W. Kistcnbrokcr, For- 
est Park, were Saturday evening visi- 
tors at the A. J. Bacthkc home. 

Mr. and Mrs. Kcrniit Schrcck were 
Kenosha visitors Thursday. 

Mrs. Champ Parham visited Friday 
at the home of her cousin, George 
Schmidt, at Fox River. 

A number from Trevor attended the 
card party at the Wilmot gym Satur- 
day evening, sponsored by the volun- 
teer firemen of Wilmot. 

William Oetting, Riverside, and 
brother, Henry Oetting, Oak Park, 
called on their brother and family, Mr. 
and Mrs. Charles Oetting, Saturday. 

Mrs. George Brown, Bristol, called 
on Miss Sarah Patrick Sunday after* 
noon. 

Mr. and Mrs. Thcron Hollistcr spcnl 
Sunday with the lattcr's sister and hus- 
band, Mr. and Mrs. Raymond Laugcr, 
Kenosha. 

Elaine Allen spent the week-end 
with Ruth Richards at Twin Lakes. 

William Boersma spent the week-end 
with relatives in Chicago. 

Mr. and Mrs. Yopp spent Saturday 
in Milwaukee. 

The Wilniot Chapter of the O. E. S. 
will hold a card party Tuesday after- 
noon, Feb. 27, at the Herbert Kocnig 
home, Twin Lakes. 



Mrs. Anna Brown and daughter, 
Mrs. Arthur Bushing, called on Miss 
Sarali Patrick Saturday afternoon. 

Mrs. William Evans and Mr v ,.| 
Nellie Runyard attended the Guild 
dinner Wednesday noon at the Fred 
Hawkins home in Antioch. 

Mrs. L. Patrick and son, Milton, 
were Kenosha callers Thursday after- 
noon. 

Mr. and Mrs. M. J.ohnson, Arling- 
ton Heights, spent Wednesday with 
Mrs. Johnson's parents, Mr. and 
Mrs. A. J. B act like. . 

Mr. and Mrs. Harry Parks, Chicago, 
called on Trevor friends Saturday. 

Mrs. Charley Oetting, Mrs. Jcssis 



Zenith Radios - Electric Wiring 
Radios Repaired - Motors Repaired 

Wilton Electric 
Shop 

( Former! v Lux Electric Co.) 
' Phone IM 
924 Main St. - Ant'och, IlL 

Simmons Beds, Springs, Mattresses 
MAYTAG WASHERS 

Electric Appliances, Bells, Alarms 

LIGHT FIXTURES 




Get the world's good news daily through 

The Christian Science Monitor 

An International Daily NVm/ufrr 

VuhlhbcJ by THE CHRISTIAN SCIENCE PUBLISHING SOCIETY 

One, Norway Street, Bciton, Mamchusctts 

Regular reading of The Ciiriitian Scir.Nct Monuor Ii comidercd 

by many a liberal education. Iti clean, unbiaied newt and well-rounded 

editorial feature*, including the Weekly Marine Section, make the 

Monitor the ideal ncwipapcr for the home. The price* are: 

1 rear $12.00 8 months 10.00 3 months 13 00 1 month 1100 
Saturday Issue. Including Magazine Section: I rear I2.C0. fl Issues 25c 

and the paper is obtainable at the following location: *■» 






955 Victoria Street 
Antioch, 111. ; 
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AMERICA'S FINEST LOW-PRICED CAR 



T TAROLY A DAY goes by when wc do not henr from 
*•*? Pontine owners in ull part* ol the country who tell us, 
in enthusiastic terms, how glad they tire they bought a 
I'ontluo instead of a smaller car. 

Now, they aoy, they can buy n bin car, with all the 
advantages only a hig car can give them, at a price right 



Illustrating the Special Six 4- Door Touring Sedan, SS76* 

clown with the lowest! Why not be guided by the actual 
experience of these owners? Ik-fore you buy nny car 
investigate Pontine. You'll be amazed to find this bin car! 
with nil iti big-oar roominess, luxury, comfort and per- 
lormancc, \% juat us easy to buy and just as economical to 
own us a smaller carl 



B€RNI€ C. KOOLI 

Antioch/ Illinois 
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UNIFORM INTERNATIONAL 

SUNDAY I 
chool Lesson 

By HAROLD L. LUNDQUIST. D. D. 

Dean of The Moody Bible Institute 

of Chlcnffo, 

(Belensed by Western Newspaper Union.) 
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farm near Liberty Corners in Wiscon- 



sin. 



Lesson for February 25 



Lesson subjects and Scripture texts se- 
lected and copyrlRhted by International 
Council- of Religious Education; 
permission. 
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STEWARDS IN THE KINGDOM 

LESSON TEXT— Matthew 25:14-27. 
GOLDEN TEXT— Well done, thou good 
and faithful servant— Matthew 25:21. 



Mr. and Mrs. E. H. .Hartncll, Miss 
June, and Mrs. L. K. McVicar were at 
Wilmot Monday evening for a meeting 
of the P. T. A. of the Union Free High 
school. June rendered a cornet solo. 

Mr. and Mrs. Lester Dix and Judith 
Ann spent Tuesday evening with Mr. 
and Mrs. Stanley Stoxen of Bassetts. 
Mrs. Byron Patrick and son, Robert, 
and Mrs. L. K. McVicar spent Wed- 
nesday afternoon with Mrs. Gertrude 
Davis of Randall. 

Mr. and Mrs. Frank Schmidt were 
at WaukCgan hospital Tuesday after- 
noon to visit their son,. Arno, who is 
a patient there.' 

Mr. and Mrs. William Galliart 
spent Tuesday evening with their 
daughter, Mrs. Lee Wilson of Wheat- 
land. 

Mrs. George Biemer had dental 
work done in Union Grove Tuesday. 
Miss Eva Russell of Kenosha was 
a business caller in Salem on Tues- 
day. 

Mr. and Mrs. Clarence Crowley of 
Antioch spent Wednesday afternoon 
with Mr. and Mrs. A. Blois, Sr. 

Mr. and Mrs. Lester Dlx and Judith 
Ann spent Thursday evening with Mr. 
I and Mrs. Walter Rasch of Slades Cor- 
ners. 

' Mr. and Mrs. Alfred Schmidt assist- 
ed Mr. and Mrs. R. Hackharth in mov- 
ing, Friday. The Hackharths are leav- 
ing the farm and arc going to make 
their home in Kenosha. 

The Priscillas met at the home of 

Mrs. Roger Huntoon Thursday aftcr- 

Mur they expect to leave 'noon. Plans for the Father and Son 

this world, in which they have banquet to be held Feb. 22 were made. 

sought primarily for pleasure and It was voted to have Kenneth *; 



Mr. and Mrs. Henry Cable and Mrs. 
Mary Cable were dinner guests of Mr. 
and Mrs. Emil Kasten on Sunday and 
also were present at the baptism oi 
their six months old son, Howard 
Emil, by the Rev. S. E. Pollock of 
Antioch in the evening. 

Misses Myrtle and Genevieve Daube 
of Waukegan, and friends, visited their 
mother, Mrs. Martha Daube, last Sun- 
day. 

Mrs. Pauline Snyder is spending the 
week with, her sister, Mrs. Leonard 
Armstrong*' 



for THOUSANDS 



Christ is coming again! This is 
the message of Matthew 24 and 25, 
which is the background for the les- 
son of today. Here we also learn 
jpf the end of the age. To many.lt ji 
'seems that the time cannot be long 
before that great and fateful day 
.breaks upon this chaos which we 
call civilization. Those two chap- 
ters contain much important pro- 
phetic truth, but in studying our les- 
son we must limit ourselves to the 
^one fact that when Christ does come { 
"again we shall be called to give an j 
account of our stewardship. 
r Men are prone to think of their 
life ob something accidental. They 
are here and they seem to hove cer- 
tain abilities and opportunities 
Which they may make use of or not 
ai they choose, and then when the 
time comes, they expect to leave 



HICKORY 




ease, and go out into eternity with 
out any special responsibility. That 
theory of life was undoubtedly pre- 
pared by the devil and is promoted 
by him for the purpose of destroy- 
ing the souls of men. 

I. Christ Makes Men Stewards 
of His Goods (vv. 14-18). 

All men are stewards, for it is 
evident that our Lord has given to 
each one of us ability and oppor- 
tunity to serve Him. The unbeliever 
who entirely rejects or ignores His 
responsibility before God will have 
to answer for His failure to follow 
and serve Christ. So will the pro- 
fessing Christian who denies his pro- 
fession by his works have to answer 
for his hypocrisy. Every true Chris- 
tian likewise must stand before the 
judgment scat of Christ and be 
judged for the work he has done 
in the flesh. 

The Lord has committed to each 
man responsibility according to his 
ability. God is not unreasonable. 
He does not demand that which is 
beyond our capacity. He gives to 



to have Kenneth Long 
of Wilmot to redecorate the interior of 
the church. Work will be started as 
soon as possible. The next meeting is 
to be held with Mrs. L. K. McVicar. 

Freddie Bushing has been ill with 
the flu and unable to attend school 

Mr. and Mrs. John SchneUen of 
Cross Lake spent the thy Thursday 
with Mr. and Mrs. George Bcimcr. 

Mr. and Mrs. Harry Krahn were 
Kenosha visitors Wednesday evening. 
Mr. and Mrs. A. G. Hartncll attend- 
ed the Garden club in Kenosha Wed- 
nesday evening. 

Mr. and Mrs. Herman Schultz vis- 
litcd Mr. and Mrs. Harry Pickens in 
1 Kenosha Friday afternoon. 
| E. J. Hartwick is visiting relatives 
in Chicago. 

j Miss Frances Beimcr is spending the 
I week with Miss Hazel Olcson of 

• Brighton. 

, Mrs. Arno Schmidt and' brother 
'Donald Winn, called at the Frank 
1 Schmidt home Friday afternoon. 

Jackie Bloss spent Wednesday with 



Emmet King, Max Irving, Ralph 
Fields, Harric Tillotson, Mr. Ncilsen, 
and Joe Woltz drove to Hebron Fri- 
day and attended the sale at the Hoi- 
lenbeck farm. 

Miss Bertha and Earl Crawford were 
guests at the wedding of their niece, 
Miss Lucille Crawford, to Walter Cyz- 
mer, at the home of the bride in Wau- 
kegan. - 

Mts. Kenneth Weaver and Mrs. 
•Marvin Nelson saw "Gone With the 
Wind" in Waukegan Friday afternoon. 
Mr. and Mrs. Hugo Gussarson vis- 
ited relatives in Chicago over the 
week-end. 

Leo Thompson and daughter, Gerry, 
from Richmond called at the Will 
Thompson home Saturday morning. 

Mr. and Mrs. Max Irving and son, 
Glenn, called on relatives in Lake Villa 
Sunday afternoon. 

Wilson and Grace King, Donald 
Irving, Emily Bracken, Eileen Nelson, 
and Norma Welch attended a matinee 
in Waukegan Sunday afternoon, Feb. 
18. . m •■- • 

George R. Thompson of Zion called 
at the Will Thompson home Saturday 
evening. 



FYfiN motor 

CAVJW SERVICE 

Daily Service from Antioch 
to Chicago 

MOVING SPEcf AL TV 

Phone Libenyville 570J 

Chicago Office and Warehouse 

3333 South Iron Street 

Phones: 
LAFAYETTE 6912-3 



beyond our capacity hc s gives 10 . h| f ~'^St2 M r. and Mrs. Arthur 
each one the amount of His goods . » ,s B™»°w«» *- • 

which that man is able to make use , Bloss. br. M,.. n rH Citv 

Lawrence Davis of Nevada t-u>. 

Calif., and Lester Davis of Randall 
called on their aunt, Mrs. Byron Pat- 
rick, Monday. 

LAKE VILLA 

The Official Board of the church 

will hold its regular business meeting 

with Mr. and Mrs. Charles Hamlin 

What , Friday evening at their home. 



of, and then it becomes his respon 
sibility to use those goods diligently 
and faithfully. 

II. Christ Will Return for a Stew- 
ardship Accounting (v. 10). 

Life is far from a meaningless 
existence without responsibility and 
ultimate accountability. Christ is 
coming again, we know not when, 
but we know that He is coming and 
that He may come today. 



answer will you and I give Him 
when He asks us to account for the 
goods He has left in our care? 

Well aware arc we that there are 
those who scofT at the thought of 
Christ's return. The Bible told cen- 
turies in advance that we should 
expect such an attitude of unbelief, 
and it also told why men scoff at 
this truth, namely, because they are 
"walking after their own lusts" and 
are "willingly ignorant" of God's 
Word (see II Peter 3:3-9). 

What a solemn indictment that is! 
Let us see that it does not apply to 
us. Let us rather be among those 
who ore "looking for that blessed 
hope, and the glorious appearing of 



The Aid Society met Wednesday af- 
ternoon of this week with Mrs. Lynn 

I at Cedar Crest Farm and Mrs. Vaugh- 

' an was assistant hostess. 

! The Intermediate and Junior classes 
of Sunday school held a party in the 

, church basement Friday evening, con- 
cluding with refreshments of cookies 

and cocoa. 

Mr. and Mrs. Edward Slater had a 
«afe and pleasant journey on their way 
home to California by the southern 
route. They left here Sunday, Feb. 
11, and • arrived in the evening of 
Thursday, Feb. 15. 

Mrs. Lottie Barnstable, Mrs. Laura 
Galigcr and Mrs. Ollic Tweed spent 



nope, ana wie jjiuiiuua "h^"'"^ w * , v»«.. e -. — - Tx„,,.t 

the great God and our Saviour Jesus Tuesday of last week with Mrs. I can 



Christ" (Titus 2:13). In preparation 
for that day let us obey His admoni- 
tion, "Occupy till I come" (Luke 
19:13), that we may not stand 
ashamed in His presence in that 

day. 

III. Faithfulness Brings Reward, 
Unfaithfulness Results in Judgment 
(vv. 20-27). i - . -■■ 

The man who because of special 



Olsen in Waukegan. 

Mrs. Leo Barnstable entertained the 
R. N. A. Officers club at her home 
last Wednesday afternoon and played 
four tables of cards and bunco, with 
prizes awarded to Mrs. Lottie Barn- 
stable, Mrs. Nickcrson, Mrs. B. Fish, 
Mrs. Edna Cable, Mrs. A. Douglas, 
Mrs. M. Hamlin and Mrs. Michaehs. 

Mr. and Mrs. Harold Masters of 



ability had received five talents had ch 'j"" ^ent T Saturday with Mr. and 
a great opportunity to serve his 1 ^_ n " __., > r . „„., *c^ 



lord, and he did so with courage 
and fidelity. So also did the man 
who because of lesser natural en- 
dowments received two talents. 
Both made the most of their oppor- 
tunities and were equally faithful, 
and also received equal rewards. 
We shall not be judged on the basis 
of the greatness or the limitation 
of our opportunities, but rather by 
the use we make of them. That 
fact should encourage the one who 
is by circumstance or calling con- 
fined to n limited field, while it 
should solemnize and stir to greater 
faithfulness the one who has been 
given great opportunity. Observe 
that the reward for doing one's work 
well is not retirement and a pen- 
sion, but more work (v. 21). 

What about the man with the one 
talent? Apparently he yielded to 
the ever-present temptation to be 
hurt because he did not receive as 
much as the others (vv. 24-26). In- 
stead of appreciating the kindness 
of his lord in not burdening him 



Masters and Mr. and Mrs. 



and Fred Hamlin at- 



'Mrs. F. 
1 A. Rice. ' 
John Nader 
tended the funeral of a relative in Chi- 
cago last Saturday. 

Mrs. Hazel Dibble and daughter, 
Fern, visited Mr. and Mrs. Dale Wil- 
liams at Zion last Thursday. 

Mr. and Mrs. George Mitchell of 



Chicago spent Saturday and Sunday 
with the home folks, Mr. and Mrs. 
James Kerr. 

Miss Falch was unable to teach a 
part of the time last week and Mrs. 
Eric Anderson substituted for her in 
the primary room. # , 

Mrs. Clayton Hamlin was a victim 
of the flu last week and confined to he- 

home. ,,"■ 

Mrs. Leonard Armstrong and infant 

son rcutrncd home from the hospital 

last Wednesday. 

Mrs. Vci non Sorcnson of Waukegan 

spent last Thursday with her sister, 

Mrs. Russell Brumficld. 
Mr. and Mrs. Charles Peterson en 



° f WH VnrTaoodl than i he was able I joyed a visit with Mrs. Peterson's sis 
£"£ and ? doing what he could j {er in Michigan last week. They mad, 
wim what he had, he hid the talent 
in the ground and went about his 



own builness. Such rebellion and 
carelessness naturally brought forth 
the reproof of the master and judg- 
ment (see vv. 29, 3 fl). 

As Jfou Reap 
"Whatsoever a man sowetn that 
shall he also reap. He that soweth 
sparingly shall also reap sparingly." 



ter .. ----.. 

the trip by automobile on Monday of 

last week and returned this week. 

Mr. and Mrs. Henry Cable enter- 
tained their 500 card club Saturday 
night and prizes were awarded to Mfi. 
Emil Kasten, Mrs. Lcla Barnstable, 
Mrs. Herman Kcislcr, Mrs. William 
Fish and Leo Barnstable. The club 
presented Mr. and Mrs. Herman Kcis- 
lcr with a lovely picture. They have 
lived in this neighborhood for some 
time and have recently moved to a 




From east, west, north and south, people come 
to Hot Springs lor HEALTH and RE-CREATION! 
The opportunities afforded by this Government 
owned and supervised spa for invigorating 
exercise, rejuvenating thermal baths, rest and 
pleasure, have given thousands release from 
daily drudgery and care, as well as from pain 
and illness, opening the way to new life 
new health and happiness! 

SPRINGS 

NATIONAL PARK -ARKANSAS 

stay at Hot Springs will be more 

enjoyable if you stop at the Majestic, 

Beautifully furnished 2, 3 and 4 

room apartments and single 

rooms with or without bath. 

A splendid dining room 

featuring the really fine 

cooking of the South at 

moderate prices. Room 

rates are low -from $2.00 



Write For Free 

Booklet To 

R. i. McEachln 

Manager 



Direction - SOUTHWEST HOTELS INC 



APARTMENTS 
AND BATHS 

FRANK M. FANNIN, Vice Pres. and Gen. Mgr. 
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Men to be Hosts 
Monday Night at 
P.T. A. Card Party 




SOCI _ 

pyOTIE^ 



U 



Once a year, men members of the 
lAntioch Grade School Parent-Teacher 
association take upon themselves the 
responsibility of showing -the women 
what they can do in the way of enter- 
taining, by acting as hosts at an eve- 
ning card party. 

This year, "Men's Night" will be 
held on Monday evening, Feb. 26. 

The party will take place at the 
school, at 8 o'clock, and a luncheon is 
to be served by the men following the 
card play. 

Tables of auction and contract 
bridge, five hundred and pinochle are 
being planned. 

On the committee arc Arthur M; 
Hawkins, Otto S. Klass. M. M. Still- 
son, John Gaa and Ralph E. Clabaugh. 

# * # 
REGION'S ANNUAL 
DINNER-DANCE IS 
ATTENDED BY 225 

Dancing and a delicious roast pork 
supper were enjoyed by Legionnaires 
and their friends to the number of 225 
at the annual Washington's Birthday 
dinner-dance sponsored by the Antioch 
American Legion post Saturday eve- 
ring at the Pasadena Gardens. 

Cherries and tiny hatchets gave a 
Washingtonian air to the tables, at 
which serving was carried on from 8 
to 12 o'clock. 

Gibbs* "Melody Makers" five-piece 
orchestra from Kenosha played. 

On the committee headed by Com- 
mander Clarence J. White as general 
chariman were William White, Walter 
Hills. Warren Edwards and Ray Win 
field. 

■¥• T* T 

FRIENDSHIP CIRCLE 
CARD PARTY IS 
ATTENDED BY 40 

Ten tables of bridge, five hundred 
and pinochle were arranged at the card 
party sponsored by Friendship Circle 
Tuesday evening in the Antioch res- 
taurant. 

A luncheon was served by the com- 
mittee, including Mines. Earl Pittman, 
chairman, E. J. Lntterman. Harry 
Radtke and B. R. Burke. Mrs. D. N. 
Deering was in charge of prizes. 

Awards for high scores went to Mrs. 
Robert Schramm, Mrs. Lena Grubc, 
Mrs. B. R. Burke, Mrs. Thomas Mc- 
Greal. Mrs. Deering. B. R. Burke. 
* # * 

YOUNG PEOPLE'S 
RALLY PLANNED 

A Young People's rally, sponsored 
by the Lake County Council of Reli- 
gious Education, will be held Sunday 
evening, Feb. 25. at 8 o'clock in ths 
Liberty ville Methodist church. The 
worship service will be led by D. O. 
Luginbill and the young people of the 
Highland Park Presbyterian church. 

The Rev. T. F: Rutlcdge Beale. pas- 
tor of the Wellington Avenue Congre- 
gational church in Chicago, is to be the 
main speaker. There will be a social 
hour following the meeting. Refresh; 
ments will be served by the Young 
People of the Liberty villc Methodist 
church. 

* * * 

XAKE COUNTY P. T. A. 
•COUNCIL TO MEET 
"'Johnny Goes Through the Elemen- 
tary School" is the title of the pro- 
gram to be given for the Lake Coun- 
ty P. T. A. council by Miss Ethel 
Kawfn, Glcncoc, and eight other teach* 
crs. The meeting will be held at Muu- 
<lclein nn Thursday. March 7. "John- 
ny's" adventures will ilhistratc the new, 
modern way of teaching, as he pro- 
gresses from kindergarten through the 
eighth grade. 

XAKE VILLA AID 
SOCIETY ENTERTAINED 

Mrs, J. F. Lynn was hostess to the 
members of the Lake Villa Ladies' 
Aid society at a meeting in her home, 
Cedarcrest, Wednesday afternoon. The 
organization made plans for a luncheon 
lb be served to the Farm Bureau 
meeting on March 7. Mrs. J. A. 
Vaughan of Lindenhurst was to have 
been a co-hostess yesterday, but is ill 

at her home. 

H- * * 

RUTH WILLIAMS 
OBSERVES BIRTHDAY 

A dinner and card party at her home 
on North Main street Wednesday eve- 
ning marked the birthday anniversary 
of Miss Ruth Williams. 

Those present included Dr. and Mrs. 
IL D. Williams. Messrs. and Mines. Ii. 
R. Burke, S. B. Nelson and John Mur- 
ray. 

Honors for the card play went to 
Mrs. Burke and S. B. Nelson. 

•t* "f* *»* 

ODD FELLOWS SPONSOR 
CARD PARTY FEB. 28 

Lake Lodge No. 723. Antioch Odd 



Hobby Show" is 

Planned by Club 



Hobbies— from antiques to things a 
person makes or collects— will be fea- 
tured at the next meeting of the Anti- 
och Woman's club, to be held Monday 
afternoon, March 4, at the home of 
r Mrs. Sidney Kaiser. Mrs. Frank 
Powles will act as chariman in charge 
of the exhibit. 

The gorgeous hues of the Yellow- 
stone National park scenery, brought 
to them by color movies, were enjoyed 
by club members in a meeting held in 
Mrs. C. L. Kuril's home Monday af- 
ternoon. 

The movies were shown by Mrs. H. 
K. Linzell of Long Lake, and had been 
taken by her and her husband on a 
trip through the Dakota "Bad Lands" 
and Yellowstone last summer. 

Mrs. Linzell accompanied her pre- 
sentation of the pictures with informal 
reminiscences of the trip. 

A luncheon was served by Mrs. 
Kutil and the other members of the 
committee, Mines. Howard Smith, El- 
mer Brook, Mary Smart, and H. 
La tan. 

Personals 



CHURCHES 



Mr. and Mrs. John Gaa were 
called to Chicago Tuesday by word 
of serious injuries suffered by Mrs. 
Gaa's aunt, Mrs. Harvey Sebastian, 
in a fall down a stairway at her 
home Monday night. Mrs. Sebastian, 
who has made frequent visits here, 
sustained fractures of both wrists, 
injuries to the ligaments in an ankle, 
and injuries to her left eye. She is 
expected to recover without per- 
manent ill effects, however, accord- 
ing to the opinion of physicians at- 
tending her at West Suburban hos- 
pital. 

• * « 

Lynnc A. Murnc of Mundelcin, 
brother 'of Roy Murrie. Antioch, is 
critically ill in Condell Memorial hos- 
pital. Liberty villc. Mr. Murrie. who 
has been the proprietor of the Shield 
of Quality grocery and meat market at 
Mundelcin for nearly 30 years, is re- 
ported to be suffering from complica- 
tions resulting from influenza. He 's 
not at present allowed to have visitors, 
but Antioch relatives were called to the 
hospital during the week-end by word 

of his illness. 

• * * 

Miss Elizabeth Webb attended the 
annual Washington birthday party -of 
the Daughters of the American Rev- 
olution Tuesday evening in Wauke- 
gan, at the home of Mrs. C. W. 
Kendall. Commander Francis Lee 
Albert, chaplain of the United States 
navy, was a guest of honor and 
speaker, presenting an interesting 
sketch of the life of George Wash- 
ington. 

• • • 

Dr. and Mrs. George Mosby of the 
Veterans* hospital in North Chicago 
were host and hostess to members of 
the hospital staff and their wives, and 
other friend- at a party at the Round 
Up dining room. Highway 21. Mon- 
day evening in observance of Mrs. 
Mosby's birthday anniversary. Fifty- 
two were present. 

• • • 
Members of the Triple Three pin- 
ochle club were entertained at the 

home of Mrs. Ida Shunneson. Grass 

Lake. Tuesday. A luncheon was served. 

Holders of high scores were Mrs. 

Harry Scott and Mrs. Charles Mc- 

Corkle. 

* • • 

Arden Van Patten spent the week- 
end in Chicago vistiing his sister, Eve- 
lyn. Saturday evening they attended 
a dinner dance at the Sherman hotel 

given by the Royal League Injurancc 

comp-.ny. 



Mr. and Mr>. G. R. Bickncll and 
daughter, Barbara, returned Monday 
From a three weeks' stay at Rochester, 
N. V., where they visited Mrs. Bick- 
nell's parents. Mr. ami Mrs. Herbert 
Stull, and Mr. Bickncll's mother, Mrs. 

A. S. Gilbert. 

• « * 

Making their home in Grayslakc for 
tin present are Mr. and Mrs. Jesse J. 
Longabaugh, whose marriage took 
place last Wednesday afternoon in the 
Congregational parsonage in Wauke- 
gan. The bride was the former Anne 

Ruby. 

• * * 

Jack Panowski. who is a student at 
Northern Illinois State Teachers' col- 
lege, De Kalb. 111., and who was ill 

1 home 
st from 



CHRISTIAN/ SCIENCE SOCIETY 
955 Victoria Street 
Antioch, Illinois 
Sunday School— 9:30 A. M. 
Sunday Morning Service— 11 A. M. 
Wednesday Eve'g. Service— 8 P M. 
A reading room is maintained at 
the above address and is open Wed- 
nesday from 2 to 4 and 7 to 8 p. m. 

CHRISTIAN SCIENCE CHURCHES 

"Soul" wns the subject of tho 
U'Kson-Scruion In nil Churches of 
Christ, Scientist, on Sunday. Fcb- 
ruury 18. 

The Golden Text wns, "I will set 
uir tnbernncle among you: nud my 
soul shnll not nbhor you. And I will 
walk among you. nnd will be your 
God, nnd ye shall be my people" 
(Leviticus 20:11. 12). 

Among the cltntlons which com- 
prised the Lesson-Sermon was the 
following from the Bible: "The 
Lord God Is n sun and shield: the 
Lord will give grace nnd Rlory: no 
good thing will he withhold from 
them that walk uprightly" (Psalms 
84:11) 

The Lesson-Sermon also in- 
cluded the following passages from 
the Christian Science textbook, 
"Science and Health with Key to the 
Scriptures,;* 'by Mary linker Eddy: 
"Soul or Spirit signifies Deity nnd 
nothing else. There Is no Unite soul 
uor spirit. Soul or Spirit means only 
one Mind, nnd cannot be rendered 
In tho plural" (p. 400). 



At Ease in "Foreign" Setting 
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Mrs. Sine Laurscn is spending a 
month inVWaukegan, taking charge of 
the home and\childrcri>of her -son-in- 
law, and daughter while they arc vaca- 
tioning in Eort .Laudcrdajc, J\|a. 
♦**..•■ 

Raymond Raidy. and ' friend,; Rock- 
ford, spent Sunday with Mrs. An- 
drew Lynch, Raymond's aunt. 
* * * 

Mr. and Mrs. Andrew Cobb were 
Waukcgan visitors Sunday. 



Rey Scott, noted cameraman and war correspondent, with a 
group of Chinese guerillas- . 



Women 



Scott will speak here. for the Antioch Business and Professional 
n's club and friends March 4 at Antioch TownBhtp High School. 



St. Peter's Catholic Church 
Antioch, Illinois 
Rev.' F. M. Flaherty, Pastor 
Rev. Walter Morris, Assistant Pastor 
Telephone Antioch 274 , 
Sunday Masses at 8, 10 and 11. 
Weekday Masses— 7:30 and 8:00. 
Sorrowful Mother Novcna— Fridays 
at 8 P. M. 

Catechism Class for children— Sat- 
urday morning at 10 o'clock. 

Confessions — Saturday afternoons 
and evenings from A until 6 and from 
7:30 until 9 o'clock. 



CHANNEL LAKE CLUB 
PLANS "HARD TIMES" 
COSTUME PARTY 



METHODIST CHURCH NOTES 
Warren C. Henslcc, Pastor 

Church School— 9:45 A. M. 

Worship Service— 11:00 A. M. 

Choir rehearsal every Wednesday 
at 7:30 o'clock P. M. 

Official Board Meeting the second 
'Wednesday of every month. 

Ladies' Aid business meeting .first 
Wednesday of every month at 2 P. M. 

Friendship Circle business meeting 
first Thursday of every month at S, 
P. M. f'\ 

Sunday School Hoard MectingJ 



A "Hard Times" costume party will 
be held by the Channel Lake Com- 
munity club Thursday evening, Feb. 
29, in the school house as a benefit for 
the hot luncheon fund. 

Cards, bunco and dancing arc to be 
a part of the evening's entertainment. 
Prizes will be given for the best cos- 
tumes and a luncheon. will be. served. 

Arrangements for the party .were 
discussed at a meeting held last Thurs- 
dav evening at the • home of Mrs. 
Thomas Runyard. Other -members of 
the committee include Thomas Run- 
yard, Adrian Rudolph, Ross Coan and 
Mrs. Martin Buschcr. 

The Community club has been serv- 
ing hot lunches for the children of the 
Channel Lake school. An extra gas 
plate has been installed at the school 
by the club and arrangements arc be- 
ing made to install a hot water heater 
to help in this cooking. 

?f> 9p jjp 

Huehes in Concert 

at Illinois Wesleyan 



DR. HAYS 

Optometric Specialist 

EYES GLASSES 

EXAMINED FITTED. 

766 N. Main St Tel. Antioch 283 
Formerly Chicago Loop for 25 Yrs. 



►♦♦♦♦♦»♦♦♦♦»♦♦♦♦♦♦♦♦»♦♦* 

AUTO 
[INSURANCE! 



Emil Lubkcman spent Saturday in 
Kenosha on business. 

♦ * * 

Joseph Sheehan, Lake Villa, has 
been a patient at St. Thercsc's hospital 
in Waukcgan. 

♦ * * 

Mr. and Mrs. W. Gcncrich were 
Sunday visitors at the home of Mr. 
and Mrs. Bert Bown. 

■ * * 

Mrs. Louise Gilbert, Chicago, spent 
the wcck-CJid with her parents, Mr. 
and Mrs. J. C. James. 

Mr. and Mrs. Robert Goodcll, Crys- 
tal Lake, spent Sunday here with Mr. 
and Mrs. Glenn Goodcll. 




Sidney Hughes, son of Mr. and Mrs. 
Carl D.' Hughes, Lake Villa, played 
February 18 with the Illinois Wes- 
leyan university band at a concert in 
the Wesleyan auditorium. Sixty se- 
lected music students arc members of 
the band. 

Mr. Hughes, sophomore at Wesley- 
an, is majoring in music. 



Mrs. W. A. Biron entertained the 
fourth Tuesday « of .each month.'.. •/."'ft members of her bridge club at her 



Lake Villa Community Church 
Methodist — I. B« Allen, .Pastor- 

Sunday School— 10 A. M. 

Worship Service — 11 A. M. 

Epworth League— 7:30 P. M. 



St. Ignatius' Episcopal Church 
The Rev. J. E. Charles 
3rd Sunday in Lent, February 25 
7:30 A. M. Holy Communion. 
9:45 A. M. Church School. 
11:00 A. M. Morning Prayer and 
Sermon. 

Tuesday, February 27, mid-week 
Lenten Service at 7:30 P. M. 

We cordially invite you to worship 
with us. 



l*home Friday afternoon. Mrs. V. B. 

' Felter was holder of the high score for 

the card play. 

• * * 
Members of the Eastern Star OfTi- 

.cers' club held a meeting Tuesday eve- 
ning at the home of Mrs. C. E. Hcn- 

nings. 

• * • 

| Mr. and Mrs. Earl Somcrvillc of 
Kankakee, III., spent the week-end 

with Mrs. Mollic Somcrvillc. 

• • • 
Mrs. Paul Viezcns entertained the 

members of her bridge club at her 

home Tuesday afternoon. 

• • • 



' Mr. and Mrs. Glenn Goodcll were 
Waukcgan visitors last Thursday. 



- o- ■'— -•■ i«-K L . >■"-• r..i;.i, in., ami v. mi 

Fellows is sponsor of a card party to w ; t |, influenza recently, arrive. 

be given the evening of Wednesday, Tuesday evening for a short re: 

Feb. 28, at Odd Fellows hall at 8 o'- n j s stU( jj cs , 
clock. There will be bridge, "500" and * * * 



pinochle, and refreshments, Admis- 
sion is 25 cents.. 

* 3f. .V. 

SERVE 50 AT 
GUILD DINNED 

Fifty were served at the Lenten din- Mott ''' Chicago, 
ncr sponsored by St. Ignatius' guild 
Wednesday noon in the Guild hall. A 
second dinner will be held at the hall 
next "JVcdncsday. 

¥ # ¥ 

FATHER AND SON 
BANQUET ANNOUNCED 

The annual Father and Son banquet 
sponsored by the Antioch Methodist 
church will be held in the church din- 



Mrs. S. W. Ames of Gurncc attend- 
ed the national fraternal congress of 
Royal Neighbors as district supervisor 
for Like county. Wednesday. The 
convention was held in the Morrison 



Act now — Window shades, lino- 
leum, Venetian blinds, wallpaper, 
paints drastically reduced during Feb- 
ruary. Pitta Paint Store, 2232 Roose- 
velt Road, Kenosha. Phone 4632. 

I HAVE THE* 1940 AUTO AP- 
PLICATION BLANKS. Get yours 
filled out, send it when you have the 
money. My office is open 8 a. m. to 



Chiropractor 

Licensed 
Hours — 9:00 a. m. to 9:00 p, m. 

EVERY DAY 

Dr. W. A. Biron 

Ida Avenue - Antioch, 111. 

Telephone 18 



Also Fire, Wind 

L. E. MURRIE 

. Shell Super Service Station — 
Corner Routes 173 and 54 
Telephone Antioch 355 

♦+♦♦»♦♦♦♦»♦♦» »♦»♦♦•♦•♦♦♦♦♦ 



PILLOWS 

Renovated 

There is nothing so delightfully 
restful as a soft, fresh, sterilized pil- 
low, cleaned by our new method. 
And the cost is only 50c. New 
ticking furnished at small cost - 

E&nosTia laundrii 

IVaND ODORLESS MY OCANINO J 

2727 - 64th St. - Kenosha 

Pitts Store - Bristol 

Harry's Barber Shop, Antioch 

Dix Barber Shop, Salem 




Pre-showing of 

SPRING HATS 

A breath of Spring, 
these creations of flow- 
ers and ribbons that 
perch saucily atop your 
curls — 

or 
a trim sailor .with f eath- 
ers flying or streamer 
all aflutter. , 



ing room Tbursday evening, March 14. 8 p. m. J. C. James, Antioch, 111. 




*2 95 

others at $1.95 

cMarioAnne's 

A N T 1 O C H 
"JOIN OUR DRESS CLUB" 




WILLYS CARS and TRUCKS 

SEE THE NEW 

WILLYS 

THE CAR WITH THE 

100,000 Mile Guarantee 

FULL-SIZED ECONOMY CAR— 

$100 to $170 LOWER 
THAN SAME MODELS IN OTHER POPULAR 

CARS 

You Can TRADE as Down or Part Payment 

Horses, Sheep, Cattle, Hogs, Grain, 

Horse-drawn Farm Machinery, 

Tractors, Plows, etc. 

—FOR DEMONSTRATION CALL OR WRITE— 

■ Geo. Garrett 

W1NTHROP HARBOR, ILL. 
Phone: Winthrop Harbor 91 P. Q. Box D 
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Community Calendar. 

Compiled by r 
ANTIOCH AMERICAN 
LEGION 

John L. Horan, Adjutant 
Telephone, Antloch 140-J 



GRASS LAKE 



Pigeons Blessed . 



The following is a schedule of meet- 
ings and public functions that are held 
by the various organizations in Anti- 
och: 

Civic 

February 26— P. T. A. Card Party, 
grade school, men's night for serving. 

March 4 — Appearance of the Panda 
Adventurist at the High School, spon- 
sored by the Business and Professional 
Women. 

March 6 — Hybrid Seed Corn Da/, 
High School, afternoon and evening. 

March 7 — Lake County Council, P. 
T. A., Grade School, Mundelcin, main 
speaker, Ethel. Kawin of the Univer- 
sity of Chicago. 

March U — Father and Son Banquet, 
: M. E. Church Basement. 

April 5 — Firemen's wrestling and 
boxing show, High School Gym. 

Sons of American Legion, Second 
and Fourth Thursdays, Legion Head- 
quarters. 

Antioch Recreation Association, Sec- 
ond Thursday, Grade School, 3:30 

P. M. 

Antioch 4-H Club, First Thursday. 

Parent-Teachers' Association, Sec- 
ond Monday. 

Civic Club, Third Monday. 

Legion Post, First and Third Thurs- 
days. 

Auxiliary Unit, Second and Fourth 

Fridays. 

High School Forum— Subject to call. 

Lions' Club, Second and Fourth 
Mondays. 

Business and Professional Women, 
First Monday. 

Rod and Gun Club — subject to call. 
Educational 

March 28 and 29— Senior Play at 
Antioch Township High School, 8 
o'clock. 

Fraternal 

May 3— Eastern Star Public Ama- 
teur Show, High School. 

Masonic, First and Third Tuesdays. 
Eastern Star. Second and Fourth 
Thursdays. 

Odd Fellows, Every Thursday. 
Rcbckahs, First and Third Wednei- 
days. 

Royal Neighbors, Second and 
Fourth Tuesdays. 

Business 
Antioch Village Board, First Tue. 
Antioch Fire Department, Second 
and Fourth Tuesdays. 
High School Board, First Wednesday 
Grade School Board, First Monday. 
Library Board, Fourth Thursday. 
Religious 
Feb. 28 — Lenten Dinner at noon, 
Episcopal Guild Hall. 

March 10 to 17— Dominican Mis- 
sionaries* mission at St. Peter's 
Church. -Public invited.'* r 

March 17— Palm Sunday and St. 
Patrick's day. 
* March 22— Good Friday. 
March 24 — Easter Sunday. 
Methodist Friendship Circle, First 
Thursday of the month. 

Methodist Ladies' Aid Meeting, first 
Wednesday. 



HIHO-CLUB MEETS 
IN ANTIOCH 

(The HiHo club met last Wednesday 
at Ihc home of Mrs. George Gcrl, in 
Antioch. Comic valentines were re- 
ceived by the entire club through mys- 
terious sources, and cadi is accusing 
the other of sending them I At this 
writing the mystery is still unsolved 
but the laughter and fun with which 
these missives of love (?) were re- 
ceived, will long be remembered eVcn 
after we know who sent them. When 
the club finally settled down to play- 
ing pinochle, Marie Yopp and Sibyl 
Stciskal were declared the winners. A 
valentine luncheon was served by the 
hostess. 

MRS. CHARLES SMITH 
ENTERTAINS CLUB 

The Thursday afternoon Pinochle 
club met last week at the home of 
Mrs. Charles Smith. Mrs. Bob Hard- 
man held 80 kings which awarded her 
the first prize. Other prizes were won 
by Mrs. Ed Smith, Mrs. Fred Gross 
and Mrs. Peter Jacques. 

P.T. A. MEETING 
HELD FRIDAY 

The P. T. A. meeting which wa*3 
held Friday afternoon at the school, 
was not well attended and the.mcctjngs 
will again revert to. evening sessions 
next month. Mrs. W. C. Petty gave 
an interesting talk on the Fbunding of 
the P. T. A. and cake and coffee were 
served afterward by Mrs. Kicfcr and 
Mrs. Anderson. A card and bunco 
party will be held at the school thb 
Friday* (23rd). Everyone is welcome 
to come. The committee in charge of 
the party consists of Mrs, Jack Roe- 
penack, Mrs. Louis Prcg'cnzcr, Miss 
Clara Haling, Mrs. Paul Portwich and 
Mrs. Kicfcr. 

MRS. SASS IS 
INJURED IN FALL 

A broken leg was sustained by Mrs. 
George Sass as the result of a fall on 
an icy path near her home Friday. A 
neighbor who heard her call sum- 
moned the aid of John Yopp anJ 
Roger Flint, who assisted Mrs. Sass 
to a doctor. At the present time she 

is at home recuperating. 

• • • 

Mr. and Mrs. William Luebbe and 
son, Robert, of Dcs Plaincs, were vis- 
itors at the home of Mr. and Mrs. W. 
D. Wood Saturday afternoon. 

Mr. and Mrs. Joe Anzingcr enter- 
tained three guests from Chicago last 
Sunday. The morning was spent tak- 
ing thrilling rides on the toboggan 
slide at Stcitz's Resort. 

Mr. and Mrs." Ray Roger of Waukc- 
gan were visitors at the home of Mr. 
and Mrs. W. D. Wood Saturday eve- 
ning. 

Mr.' and Mrs. Russell Halvorsen 
were host and hostess to Mr. and Mrs. 
W. D. Wood and Mr. and. Mrs. Arthur 
Andersen Friday . evening.*. Pinochle 
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Ills excellency, Ildcfonso Cardinal 
Schuster, archbishop of Milan, Italy, 
blesses the pigeons launched on the 
feast of St. Anthony. Only unhappy 
spectator is the little Italian girl .who 
is holding the basket and whose 
view is obliterated by the cover. 



Lone Sentinel 




Heart of Nature 

(Continued from page .1). 
Calif., world champion flight archer, 
and Willard Jacks and Watson Peck of 
Bear" River, Nova Scotia, former wor'J. 
champion loft rollers. 

Fly Casting Exhibitions 
Tony Accetta, Curly Moulton and 
Doc Wellman, known from coast to 
coast as expert baft and fly casters, 
also give exhibitions. Eddie Barbcau, 
noted musher of the Yukon is at the 
show with a team of 21 Alaskan husk- 
ies. Dude Dodge also is showing his 
dog team from Land O* Lakes, Wis. 

Frank Hogan of Barrington, 111., and 
seven of his famous Labrador and 
Springer Spaniel champions, arc giving 
exhibitions in the huge tank in the 
main arena of retrieving live game 
birds. There is also a sporting dog 
bench show. 

Horse shoe pitching, canoe tilting 
wood sawing, trap shooting, tabic ten- 
nis, archery and wood chopping arc 
among other interesting features of th; 
Jbig show which this year occupies all 
'of the 225,000 square feet available in 
tlic huge amphitheatre. 

• Added attractions this year are the 
Midwinter Trailer show which occu- 
pies the main floor of the south wing 
of the building and a sports airplane 
show on the second floor of the north 
wing. 

. An Indian village adds color to the 
.big exposition and occupies sizable 
space on the main floor of the north 
wing where one of the largest boat ex 
hibits ever seen in Chicago is also lo- 
cated. 

A trout stream containing live trout 
has been installed by Lloyd Mann A 
Dundee, III. 

The exposition will continue through 
next Sunday evening. 



AUCTION 
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Having decided to quit farming, I will- sell at public adctioh on'Endcr's 
farm, located 4 miles east of Richmond on Route 173 and Vi mile 
south of Bower's corner, 2 miles northwest of Spring Grove, 111., on 

Tuesday, Feb. 27 

commencing at 1 o'clock P. M. 

13 Head of Guernsey Cattle 

1 cow, just fresh; 3 cows close up with calf; 5 heavy new milkers; 1 
bred heifer; 1 heifer, 17 mos. old;.2 heifers IS mos. old. This is an ex- 
ceptionally good herd of young cows. T. B. and Bangs tested. I 
have raised all of them on this farm. If you want some really good 
cows come to this sale. The milkers averaged approximately 1000 lbs. 
of 4-7 milk for January. Borden-Wieland milk check and statement 
will be shown at sale. 
TEAM OF GOOD WORK HORSES— black, wt. 2600, ages 11 & 14 

FEED AND MACHINERY 
5 ft Bilage in 12 ft silo; quantity of real good alfalfa and timothy hay 
in barn. Steel wheel wagon with new rack, dump rake, broadcast 
seeder; Bradley walking plow; 3-sec. drag; good' set harness; Case 
mower, cow clipper, nearly new; 4 milk cans, pails and strainers; rinse 
and solution tanks; other email articles. 

TERMS — All sums of $25 and under, cash; over that amount a credit 
of 6 months at 7 per cent interest will be extended on notes approved 
by the clerk. Anyone desiring credit, kindly make arrangements be- 
fore purchase. No property to be removed until settled for. 

ED ENDER 

WESLEY SAUCERMAN, Silver Lake, Wis., Auctioneer 
STATE BANK OF RICHMOND, Clerk 



AUCTION 
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Lonesomcst job on the western 
front is that of this royal artillery 
telephonist who sits alone with his 
instrument and advises the British 
battery on its tr.r^ct accuracy, giv- 
ing it the correct range. 




G. 0. P. Hopeful 




was enjoyed by tfic guests; 

Mr. and Mrs. John Kramer, who 
have spent the past six weeks in Chi- 
cago, arc back again at their home on 
Grass Lake road. 

Mr. and Mrs. Charles Smith and 
family and Mr. and Mrs. William 
Dunworth, and Mr. and Mrs. Ed 
Smith all attended the International 
Sportsmen's show at the Amphitheatre 
in Chicago this week. 

Mr. and Mrs. Anton Willi of North- 
brook were visitors at the Lawrence 
Yopp home Tuesday afternoon to help 
Frieda celebrate her birthday. 

Miss Clara Halmg- attended the O. 
E. S. officers club meeting in Antioch 
Tuesday night at the home of Mrs. 
Hcnnings. 

Mrs. John Yopp was in Winnetka 
on' business Thursday. 

Mrs. Roger Flint spent the week-end 
in Chicago visiting at the home of Mrs. 
W. F. Doemland. While there she 
also attended a card party and dance 
held at the Logan Square Masonic 
temple. 

Air. and Mrs. Peter Waldweiler were 
week-end guests at the Charles Haling 
home. 

Mr. and Mrs. Ray Prcgcnzcr arc ex- 
pected home this week from Florida. 

Mr. and Mrs. Grass Laker — Come 
out from behind that alias Mary and 
Charles Weinrich — we know youl 



We Have the 

LARGEST SELECTION 

of the new Spinet Pianos between 
Chicago and Milwaukee 



Famous Makes 



Lowest Prices 




"Kenosha's Only Complete 

Music House" 

530 - 56th Street Phone 4932 






Commencing at 12:30 P. M. 

CATTLE - HOGS 

HORSES 

ALL FEED 

Large Line of Farm 
Machinery 

including nearly new tractor 

August Wellman 

Estate 

Anna . Wellman, Adm. 

Interstate Auction Agcy., Mgrs. 
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L. H. FREEMAN & SON, Tel. 118, Hebron, 111., Auctioneers 
On account of the death of my husband and having decided to quit 
farming, the undersigned will Bell at public auction on the M. J. Fleming 
farm located 2 miles west of Wilmot, Wis., 2 miles south of Bassetts, 8 
miles east of Richmond, 111., on County Trunk S, on 

MONDAY, FEB. 26 

Commencing at 10:30 o'clock, the following described property: 

31 Head of Cattle 

17 HOLSTEIN & BROWN SWISS COWS— NEW MILKERS 

AND MILKERS- 
Holstein heifer, 2 yrs. old, bred; 6 yearling Brown Swiss heifers; 4 

Brown Swiss heifer calves; Brown Swiss stock bull, 2 yrs. old. 
2 HORSES— Brown gelding, 9 yrs. old, wt. 1500 lbs.; black gelding, 
8 yrs. old, wt 1500 lbs. 

POULTRY— 75 New Hampshire Red pullets and yearlings; 75 White 
Leghorn pullets; 5 Pekin ducks; 1 Pekin drake; 30 colonies bees. 
FEED AND GRAIN— 100 bu oats; 4 tons ear corn in crib; 3 tons 
alfalfa hay in barn; 10 ft silage in 14-ft silo; quantity shredded corn 
fodder in barn. 

MACHINERY— Wallis tractor, 15-27; 7 ft tractor disc; 3-sec. drag; 
2 tractor plows; sulky plow; steel beam walking plow; broadcast 
Eccder; I-H-C corn planter; 2 single row corn cultivators; side delivery 
hay rake; steel dump rake; John Deere hay loader; Deering grain 
binder; John Deere corn binder; John Deere manure spreader; 3-inch 
truck wagon; steel wheel truck wagon; mower; fanning mill; grind- 
stone, bone grinder; pump jack; cutter; silo cart; corn sheller; trail- 
ers—one 2-whcel, one 4-whecl; l'/ 2 H. P. gas engine; Cow Boy tank 
heater; set ICOO-lb. scales; wheelbarrow; new hay rack; 75 ft 7-inch 
endless drive belt; set breeching harness, new; set odd harness and 
collars; 6 milk cans, pails and strainer; two 50-gal. oil drums; 50-gaL 
kerosene tank, chicken self-feeder. 

TERMS — All sums of $10 and under, cash; over that amount */ A down, 
balance six monthly payments at 3% interest No questions asked; no 
co-signers needed. 

LUNCH ON GROUNDS ALL DAY 

MRS. CHESTER DAVIS, Adm. 

THORP FINANCE CORPORATION/ Clerking 
Henry A. Freeman, Tel. 118 Hebron, 111., Representative 



YOUR HOME MERCHANTS 

ASK YOU TO "BUY AT HOME" 



GET MORE 




Frank Gannett, upstate New York 
publisher and candidate for the Re- 
publican nomination for President, 
pictured addressing the national Re- 
publican club in New York. Candi- 
date Gannett outlined his platform 
and criticized New Deal policies. 

Political Respite 




AT LAST! 

All your Snapshots in Natural 
Colors - Amazingly Beautiful! 
Roll developed, 8 natural OCp 
color prints for only " ut 
Natural color reprints, 3c each 
L7 Mail ad with film to 
Natural Color Photo, 
Janesville, Wis. 



Your good cows are a good market 
for your grain. They'll pay you in 
lots of low-cost milk and butterfat if 
you feed your grain in balanced 
form. That's where our Approved 
Purina Custom Mixing Service can 
help you. 

Our grain balancing formulas have 
all been developed 
by the Purina Re- 
search department 
especially to fit local 
grains. Let us grind 
and mix your grain ' 
for your cows. 
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n YOU EXPECT 

' a good ride in a car this big • • • 
but the toft, easy rido of thit 
new Ford h something you'd only 
expect in a car still bigger I". 
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Antioch Milling 

i 

Antioch, Illinois 



O. 



Mrs. Robert A. Taft, wife of the 
senator from Ohio, takes time out 
from all political activities. She Is 
aiding her husband in his campaign 
for the Republican presidential nom- 
ination. 






Tuesday, February 27 

5 miles west of Kenosha on Highway 50 



old; 



4 HORSES— Bay gelding, 11 yrs. old; black gelding, 12 yrs. 
brown gelding, 12 years old; brown gelding, 13 years old. 

10 FEEDER PIGS \ . BROOD SOW 125 CHICKENS 

PRODUCE — 100 bu. oats; 5 tons corn; hay and silage 

MACHINERY — Case model M C" tractor; 8-ft tractor disc; Case 
tractor plow; new quack digger; corn binder; Van Brunt grain drill; 
side delivery rake; 2 unit milking machine; manure spreader; grain; 
binder; new hay loader; Case mower; 2 iron wheel wagons; heavy 
wide-tired wagon; 2 row cultivator; corn planter; 2 basket racks; 2 
sets of harness and collars; many other articles. 

AUG. ENGELHARDT, Owner 

NORM W. CHRISTENSEN, Auctioneer 
WIS. SALES CORP., Mgrs., 421 Arcade Bldg., Racine, Wis. 



IT'S THE LOW-PRICED CAR thit Tims IN THE THINGS THAT COUNT! 



85 H.P. 8-CYL1MDER PERFORMANCE-^ cylin- 
ders for smoothness— small cylinders for 
economy! 

FIHOER-TIP GEARSHIFT ON STEERING POST- 
Standard at no extra costl 
123" SPRINGBASE— Plus new, softer springs, 
Improved shock absorbers! 
BIGGEST HYDRAULIC BRAKES ever used on a low- 
priced carl 
EXTRA LARGE BATTERY— Quick starts, long life! 



FREE ACTION ON ALL 4 WHEELS— Easier riding 

on rough roads! 

SEMI-CENTRIFUGAL CLUTCH-fiufcr action, grip* 

tighter! 

NEW FRONT WINDOW VENTILATION C0NTR0L- 

Greater all-weather comfort! 

NEW SEALED-BEAM HEADLAMPS — At least 50% 
brighter for safer night driving! 

STYLE LEADERSHIP— With .rich, roomy new 
interiors! 








DIFFERENT FROM ANY LOW- 
PRICED CAR YOU'VE EVER SEEN ! 



. 
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Today's Money Making Opportunity 
for Egg Producers Lies in Quality 
Eggs Properly Identified to Consumers 



Yesterdays 




Produce a better egg— then market it 
In cartons that readily identify both 
the source and dependability of the 
product 1 

That is the money making formula 
for the egg producer of today, accord- 
ing to J. H. Burrell, Purina Mills Poul- 
try Specialist and authority on egg pro- 
duction and marketing. 

"I have never known a time when 
there was as much interest both in the 
production and consumption of quality 
eggs, as now exists," says Burrell. "It 
is easy to see why this interest has 
arisen. Better methods of controlling 
egg quality have been developed. Splen- 
did promotional efforts have succeeded 
in making the consumer more quality 
egg conscious. 

Extra Egg Income 
"Poultrymen who have recognized 
this trend and have taken the necessary 
steps to cash in on it are getting 4c to 
10c a dozen premium for their eggs. 
How have they done it? By building a 
high quality egg, then properly iden- 
tifying it to the consumer," says Burrell. 

"Quality egg production and timely 
marketing assistance have been made 
available to many thousands of poultry 
raisers through the co-operation of 
Purina Mills and Purina distributors," 
he says. "Alter years of research 
Purina Mills announced a complete 
laying ration built for controlling the 
quality, flavor and food value of eggs, 
called Layena. Then they produced a 
distinctive and quickly recognized egg 
carton, furnished without, charge to 



Egg cartons like this are 
furnished without charge to 
producers of eggq on the 
Uayena. feeding plan, 

pouitrymeh who produce eggs on the 
Layena feeding plan. 

"But better eggs won't bring a pre- 
mium unless they are properly mer- 
chandised and made to stahd out. They 
obviously cannot be put Into regular 
marketing channel* along with ordinary 
eggs and be expected to reap an extra 
margin. They just won't do it. 

Markets for Premium Eggs 

"There arc many ways in which qual- 
ity eggs can be made to produce a pre- 
mium. The man who is situated so that 
he can retail his own eggs conveniently 
has an excellent opportunity to get 
what his eggs are really worth," Burrell 
says. "A poultry man living near a 
large city or high-type suburban town 
or on a well travelled highway between 
two important towns has a grand 
chance to market his eggs at higher 
prices. 

"Another opportune set-up is that of 
a poultry-man who is situated so that he 
can deliver or ship his eggs carefully 
graded and packed to exclusive grocery 
stores or delicatessen shops. Hotels, 
restaurants, milk companies, ice cream 
makers, hospitals, railroad dining cars, 
clubs, sanitariums, private schools nnd 
colleges— all these are good prospects 
for quality eggs when a man is equipped 
to produce them the year around. 

A Convenient Plan 

"As to the Layena egg producing and 
marketing plan, every Purina dealer has 
the feed and the special egg cartons to 
follow the plan. Just apply at the local 
feed store that has the checkerboard 
fiigiy\ 



STARTING BABY CHICKS SIX TIMES 
* A YEAR HELPS MAINTAIN HIGHER 
AVERAGE EGG YIELD AND INCOME 
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This plan keeps Just enough pullets coming In to provide full houses 
of laying birds all year long. 



Many poultry raisers today are wisely 
maintaining steady year 'round egg 
production and egg income by starting 
baby chicks six times a year, according 
to J. H. Burrell, Purina Mills Poultry 
Specialist. This is much more efficient 
and profitable, he says, than the age- 
old practice of starting one or two 
bunches of chicks in the spring with 
resulting "peaks and valleys" in egg 
volume and earnings throughout the 
whole production cycle. 

"On the old one-or-two-tlme basis," 
says Burrell, "poultry raisers built up 
markets at certain seasons of the year 
when they had plenty of eggs. Then 
they lost those markets at other sea- 
sons because they were out of eggs. But 
this up-and-down problem is now being 
eliminated by poultrymen who put off 
4 to G broods of chicks during the year, 
according to the size of their flocks. 
The new plan keeps Just enough pullets 
coming in to maintain full houses of 
laying birds all year. 

How the Plan Works 

"An individual poultry farm I know 
of that is brooding chicks six times 
annually has a total laying capacity 
of 2,500 birds. They take off 750 chicks 
per hatch starting in January and con- 
tinuing once a month through April. 
The fifth and sixth hatches come off in 
September and October. By this pro- 
cedure they bring 300 pullets into pro- 
duction In June, July, August, Septem- 



ber, February and April and are able 
to keep the flock at full 2,500 bird lay- 
ing capacity the year around. The bal- 
ance of the pullets resulting from this 
system are sold. 

"Obviously, months and dates for 
putting such a plan Into effect may be 
changed by a poultry raiser to any 
months suitable for rounding out the 
program to fit individual locations and 
circumstances," says Burrell. "The bif 
point is that such a system when prop- 
erly functioning helps to furnish a uni- 
form weekly supply of eggs through th 
year. 

Salesmanship Important Factor 

"Another Important step in pavlnt 
the way to poultry profits Is to practice 
salesmanship in the merchandising oi 
eggs and poultry meats," says Burrell. 
"When a poultry raiser knows he is pro- 
ducing a quality product he should 
have an effective method for telling 
people about it in a truthful, convinc- 
ing way. Of course, the only way to 
develop and maintain quality egg and 
meat output is through following a well 
planned, workable program that oper- 
ates on the basis of high uniform pro- 
duction, efficient labor and low over- 
head. 

"In more detail, this plan is explained 
in the new hard-cover Purina Poultry 
Textbook, to be had for fifteen cents 
with the purchase of Purina Poultry 
Chows from any local Purina dealer. 



40 Years Ago 

In the Pages of the Antioch News 
Feb. 22, 1900 
M. F. Walsh, editor and founder of 
the Harvard Herald, was married on 
Wednesday of last week to Miss 
Maymc Grocsbeck, daughter of Dr. 
and Mrs. J. W. Grocsbeck of Harvard, 
at the home of the bride's cousin in 
Portland, Ore. Editor Walsh estab- 
lished the Herald about the same time 
THE NEWS was established in this 
city (circa 1887) and like ourselves be- 
gan at the bottom round, but has far 
outstripped us in influence in his own 
county, although in the training of 
young editors to take the place of the 
old man when his weary feet- have 
ceased to tread this mundane sphcri, 
it will take Editor Walsh several years 
to catch up with us. 

The assignment of A. O. Rupp," edi- 
tor of the McHcnry Journal, with lia- 
bilities of $6,100, assets, none, as re- 
ported in the Court Record, of Chi- 
cago, is another evidence of the folly 
of trying to run a seven column quarto 
in a six column folio town, with the 
present trust prices of paper and other 
material which enters into the compo- 
sition of the country paper. 

Down in Boston, the city of culture 
and beans, a fellow by the name of 
Sanford has started the "Holy Ghos^ 
and Us M society, 

Albert Hermann* lias purchased from 
C. E. BitiHl UiFee lots in Blunt park, 
fan P'fctHfe Lake, cast of his hotel, also 
two seres of land near his hotel prop- 
erty* Consideration on the deal, $750. 

Subscribe for the Antioch News and 
Chicago Intcr-Occan, $1.50 a ytaft 

For sale at Williams Br0s•.=4•adle5 , 
fascinators; ladies' all w v odl hosiery. 
25c; fast blacks, 15c{ Top prices paid 
for eggs. 

27 Years Ago 

Feb. 27, 1913 
Damages to the extent of thousands 
of dollars were the result of a slcc! 
storm that visited Antioch and Lake 
county Friday. The number of elec- 
tric light and power poles broken in 
the county is roughly estimated at 
1,000. Western Union sent 30 men 
out from Chicago to repair lines bc- 



ween Waukegan and, Kenosha. The 
storm' is considered .'the most severe 
one of its kind that has ever visited 
.this section. The sleet, which coated 
roofs with ice, is credited with saving 
the village of Fox. Lake from destruc- 
tion when the Harbaugh lumber yards 
burned out Sunday morning. 

At a gun club shoot held in Spring- 
field Friday, Thomas Graham of Ingle- 
side, state representative from this dis*' 
trict, carried off honors for amateurs, 
and his brothers, Ed and Jay, were 
high men for professionals, 

At a meeting: of the voters of the 
new town of Lake Villa, the follow- 
ing were nominated on the pcoplc'- 
tickct: John Stratton, supervisor; E. A. 
Wilton, assessor; Percy Dibble, collec- 
tor; C. W. Tolbott, town clerk; J. 7. 
Barnstable, George McCrcdic, Frank 
Hamlin, highway commissioners; M 
S. Miller and Lyons Congdon, justice.: 
of the peace, II. Witt and W. J. Huck- 
cr, constables. 

14 Years Ago 

Feb. 25, 1926 

Otto S. Klass will do extensive re- I 
pair work on his building that was oc 
cupied by Roy Rowlins, and intends to 
move into the building as soon as th? 
work is completed. In order to give 
his stock nforc room for display, Mr. 
Klass will build an additional number 
of feet to the rear. 

The twenty-fourth annual masque* I 
radc dance given by the Grayslake' 
volunteer fire company will be held in 
the Grayslakc opera house Wednesday 
evening, March l?i 

In the Bristol tKMs^-Aiired Pohl- 
mail, Allan Miggens, Francis Faulke 
and Ward Rovvbottom gave a party 
SaluVday evening at the Higgins home. . 
Guests were Bertha Calba, Edith Gun- 
tcr, Eleanor Jones, Maymc Mitchell, 
Elsie Thornc, Dorothy DcVinjst, Eva 
LaMccr, Francis Lewis, Eunice and 
Ruth Dixon, Alice and IJcuIah Brown, 
Clifford Jacobson, Mollis Jones and 
Leslie Firchow. 



Mrs. Bert Edwards and 'Mrs: W. D. 
Thompson. 

Mrs. Peterson . of Minneapolis, 
Minn,, is spending several weeks at 
the home of her daughter, Mrs. Mel- 
vin Frank. 

Mr. and Mrs. Ralph McGuirc en- 
tertained a group of friends Saturday 
evening at a gct-acquaintcd party for 
their neighbors, Mr. and Mrs. Her- 
bert Schmclz. 

The Young Crusaders Sunday 
| School class enjoyed a valentine party 
in the church basement Wednesday 
evening. 

Miss Ruth Minto and her Sunday 
School class held their regular meet- 
ing at the home of Louise Jones 
Tuesday and enjoyed a valentine party. 

Miss Lindskog of Zion spent Sun- 
day with the W. C. Upton family. 

I. M. Mansuri, a native of Egypt 
and student at University of Chi- 
cago, was the guest speaker at the 
Christian Endeavor meeting Sunday 
evening. 



The Couples club met at the parson- 
age Friday evening for a valentine 
party. 

Members of Hickory Unit of Home 
Bureau were given a lesson on "Safe 
Principles of Investment" at the 
meeting held at the meeting held at 
the home of Miss Floy Dixon Thurs- 
day, Feb. 15. Mrs. Elsworth Fox 
continued her report on Farm and 
Home Week. The annual meeting of 
Lake County Home Bureau . will be. 
held at the Lake Villa church on 
March 7. 



SMART MONEY 

WOWS' 
WHERE TO ,/i 
GO AFTER \ 
READING 
THE APS ^ 

IN THIS "'""* 
NEWSPAPER. 




CRYSTAL THEATRE 



-ANTIOCH 



MILLBURN 

The Ladies' Aid society will meet 
at the church Thursday, March 7. 
Dinner will he served at noon by the 
March committee, with Mrs. D. II. 
Minto, chairman, assisted bv Mrs, 



Savage, Mrs. Peters, Mrs. DeYoung, 



J. B. Rotnour Players 

EVERY THURSDAY NIGHT 

TONIGHT — "POOR RELATION" 
Next Thursday — "PUDD'N HEAD JONES" 

Doors Open 7:30 Curtain 8:15 

Ask for Merchants' Free Tickets of any of the following: 



Reeves Drug Store 

The Antioch News 

First National Bank 

Darnaby's Shoe Store 

R. E. Mann, Shield of Quality 

Kculman Bros., Grocery 

Dan H. Scott, Shoes and Repairs 

R & H Chevrolet Sales 

J. C. Atkinson, Restaurant 

O. S. Klass (Men's Clothing) 

Herman Holbck (5 & 10c Store) 

State Line Inn, Dominic, Prop. 



Snow White Ice Cream Store 
The Pantry 

Lake Street Service Station 
Williams Dept Store 
R. C. Holt* (Bud's Tavern) 
I. W. Carey (Electric & Plumbing) 
J. F. Konig (Bakery & Restaurant) 
J. B. Fields (Bernie's Tavern) 
Antioch Milling Company 
MariAnnc's (M. F. Hunt) 
Bartlctt's Texaco Service Station 
Geo. B. Bartlett 




THE NEWEST LIGHT SOURCE 
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luorescent Lamps 

. . . what they are . . . how they work 



9i 




The Idea of a Fluorescent light 
source hat long been In the minds 
of scientists, Centuries ago, It was 
first discovered that many hun- 
dreds of rocks, chemicals, organic 
and inorganic substances havo the property of becoming 
luminous, or fluorescent, when exposed to certain radi- 
ation. From the continued study of this phenomenon 
has come the development and refinement bf What Is 
now known as Fluorescent lighting. 

Fluorescent lamps, made possible by these discoveries, 
are nmnzing new sources of light. They are slim glass 
tubes, giving off richly glowing illumination like daylight 
or in abundant color. They do not contain filaments like 
ordinary bulbs and tubular lamps. Light is produced 
through the agency of invisible radiation acting on fluo- 
rescent powders with which the inside of the tube Is 
coated. This radiation is created by the flow of electricity 
through mercury vapor generated in the glass tube. The 
fluorescent powders ore highly efficient converters of 
this radiation into light. 

*>* ^S 

In the short time since their Intro- 
duction, smart restaurants, stores, 
shops, night clubs, businesses and 
industries of many kinds have 
adopted the use of •Fluorescent 
lamps to striking advantage. Visi- 
tors at the San Franclsdb and-New 
York World Fairs mo'rvcllcd at the 
colored lighting ■effects obtained 
with new type lighting. What has 'caused this sudden 
interest in and acceptance of Fluorescent lighting? Novelty, 
for one thing. Fluoresceritlightlng is new, different, unique 
—so distinctive that interest in thfs : new lighting method 
has increased a hundredfold in two short years. 

But novelty U "not all. The quick success of the Fluo- 
rescent lump is largely due to certain unique advantages 
which have led to many installations in streamlined and 
••plus" lighting. 

*P *JS *>J 

Its size and shape allow freedom 
for creative design. The small cross 
section of the lamp is convenient 
for recessed lighting and modern 
fixtures, and by combining Fluo- 
rescent lamps in various sizes and 
color selections, many Interesting 
applications are possible. 



The highly efficient generation of 
strong and pure colored light is one 
of the Fluorescent lamp's outstand- 
ing advantages. Lamps are available 
to produce daylight, white, gold, 
blue, green, pink and red. The day- 
light lamp imlts light giving a cool, 
bright Crfect that shows colors in 
their outdoor appearance. 







Other advantages ire inherent In 
the Fluorescent lamp, It permits 
higher lighting intensities with 
existing wiring uKen uzed with 
Irroper auxiliary cquifnnent. The sur- 
face temperature of the Fluorescent 
lamp is so low it can be touched 
without discomfort. Because light is emitted quite uni- 
formly from the entire length and surface of the tube, 
glare is reduced and Fluorescent lamps arc therefore 
often useful for exposed lamp applications. 

Fluorescent lamps for stores, shops, theatres, restau- 
rants, offices and businesses of many, kinds are offered In 
a variety of sires including 48 Inch (40- watt) 36 Inch 
(30-wntt), 24 inch (20-watt), and 18 inch (15-watt). And 
although no equipment is as yet widely available for 
homes, special installations of Fluorescent lamps arc 
proving highly satisfactory. 

*53 *?5 *>2 

•^•We arc frequently asked about 
jT the comparative economy of Fluo- 
* rcsccnt lighting. Cost of lighting 
with Fluorescent lamps as with 
IncandcM ht bulbs is made up 
of the following Items: cost of 
electricity, cost of lamp renewals, 
maintenance, and interest and 
depreciation on the investment 
In fixtures aad equipment. In the 
case of Fluorescent lamps, there 
is orruin auxiliary equipment necessary for their oper- 
ation. All these factors must be weighed along with the 
fecogj.ized values of lighting results. Good lighting, 
whether Fluorescent or Incandescent, doesn't core* 
ready-made. Good lighting must be tailored to fit the 
job. Dm is why it is impossible to make any definite 
statement about the relative costs of Fluorescent versua 
Incandescent lighting without a complete knowledge of 
individual situations. In some cases 5&e cost may be 
higher, in others lower. 



Is Fluorescent lighting practical for your business? 
What equipment shall you select? What about instal- 
lation costs? The answers to these and many other 
related questions are available to you without charge 
or obligation through the services of our lighting 
specialists. These men arc thoroughly familiar with 
Fluorescent lighting and other types aa well. They 
have no equipment to sell, but they will be glad to 
give you the benefit of their experience. We Invite 
you to use this service. 
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...AND ELECTRICITY 
IS CHEAP! 



Public Service Company of Northern Illinois 

SBRVINQ A 6,000 SQUARE MILE TERRITORY WHICH INCLUDES 347 COMMUNITIES 
— U00,00O POPULATION - 29,000 FARMS AND RURAL UNITS- 1,000 INDUSTRIES 

350 N. Milwaukee Ave., Libertyville, III. 
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WEEKLY NEWS ANALYSIS BY JOSEPH W. LaBlNE 



British-Soviet Tension Grows 
In Wake of Nazi-Red Treaty; 
British Expedite Aid to Finns 

(EDITOR'8 NOTE— When opinions are expressed in these columns, they 
are those of the news analyst and not necessarily of this newspaper.) 

— — — — — — — . Released by Western Newspaper Union. " 



EUROPE: 
Showdown Ahead 

Almost six months to the day after 
Germany and Russia shocked the 
world with their non-aggression 
pact, Berlin paused to hail a new 
phase of Nazi-Communist relations. 
Ratified with ceremony was a new 
and glistening trade treaty, which 
was but one part of a complex but 
vividly clear picture of what is hap- 
pening in Europe today. Inevitably, 
it is believed in most chancellories, 
a wedding of Russia and Germany, 
of Communism and Naziism, will 
stack these military juggernauts 
against the rest of Europe. Among 
the signs: 

Marxism. Writing in Der AngriO, 
Nazi Party Chieftain Dr. Robert Ley 
showed how leftism has grown in 
Germany by using the Marxian 




HITLER'S DR. LEY 

"Worker* of the i«ir/d, unite!" 



Communist cry: "Workers of the 
world, unite! . . . This war is a 
war of the mastery of money against 
labor . . . Therefore the working 
men and women must draw togeth- 
er . . ." 

Allies in Finland. France and 
Britain were actively protesting 
against Scandinavia's reluctance to 
let allied volunteers pass through 
Sweden and Norway en route to the 
Finnish frontier, indicating a stiffen- 
ing attitude toward Russian aggres- 
sion. Even more pointed was par- 
liament's decree permitting men 
over 27 to enter the Finnish cam- 
paign. 

Near East. Arrival of 100,000 Brit- 
ish colonial troops in the Near East 
coincided with an alarming growth 
of war talk. The Balkans, led by 
Turkey, were forming a strong 
mutual-defense frontier against 
Nazi-Russian penetration. Russian 
' frontiers of Turkey, Iran, Afghanis- 
tan and India wtre strengthened, 
either for defense against the Reds 
or for a lightning allied stroke 
against Russian oil wells. 

The Wars 

In the West. Quiet, as usual, but 
continued sea warfare. 

In the North. Finnish troops re- 
treated on the Karelian isthmus, but 
Russia's gains were terribly costly. 
In mid-Finland, unreported for sev- 
eral weeks, a United Press corre- 
spondent found the Reds have suf- 
fered 50,000 casualties in the Pit- 
kaeranta sector alone. 

CONGRESS: 
Six Weeks Gone 

Either the President thought he 
had congress well in hand, or else 
he decided It was hopelessly rebel- 
lious. At. any rate he left secretly 
on a 10-day fishing trip in Caribbean 
waters, his movements shrouded be- 
hind an army of secret service men. 
His lost acts were to (1) okay the 
$252,000,000 emergency defense bill 



and (2) veto a bill to raise mail 
carriers' salaries. 

Congress meanwhile began its 
sixth week with members of the 
American Youth Congress hissing 
from the house gallery at every- 
thing in sight. Still unsolved were 
such major problems as economy, 
foreign relations and the reciprocal 
trade act, indicating another long 
session. But plenty of legislation 
was in the mill: 

Neutrality. Passed by the senate 
49 to 27 was a bill to boost the 
Export-Import bank's working cap- 
ital by $100,000,000, paving the way 
for non-military loans to Finland 
and China. Interest on foreign pol- 
icy thus shifted to the house, where 
the G. O. P. expected to fight against 
loans to belligerents. Meanwhile the 
senate foreign relations committee 
kept postponing action on the pro- 
posed embargo against Japan. Con- 
gress watched with Interest while 
Secretary of State Cordell Hull laid 
at Britain's door the responsibility 
for a German threat to torpedo U. S. j 
ships in the war zone. Reason: | 
Britain has detained U. S. vessels j 
and taken them to contraband ports ! 
in the war zone. 

Defense. Less than 24 hours after 
it had okayed a $960,772,078 navy 
supply bill (cut $111,700,000 under 
budget estimates), the house naval 
committee repented and approved a 
$655,000,000 fleet expansion program. 
The latter bill would only authorize 
new construction; aciual funds must 
come from separate legislation. Pri- 
marily concerned about the big sup- 
ply bill, the house expected to re- 
store port of the cut. 

Agriculture. The house agriculture 
committee okayed a $350,000,000 bill 
to expand scope of the farm ten- 
ancy act, insuring mortgages of ten- 
ants who want to buy their own 
forms. 

Labor. Chairman J. Warren Mad- 
den of NLRB told the house labor 
board committee that Reconstruc- 
tion Finance corporation has agreed 
to withhold loans from firms found 
by NLRB to be violators of the Wag- 
ner act. This created a rumpus. 




BUSINESS: 

Insurance Quiz 

Under the temporary national 
economy committee's spotlight in 
Washington went U. S. insurance 
companies. When the examination 
was finished, this thriving enterprise 
had acquired a lot of unpleasant 
publicity. 

First witness was Leon Hender- 
son, securities and exchange com- 
missioner, who charged that life in- 
surance companies hold a first mort- 
gage on U. S. business. He went on 
'to prove it: MMIJ!1L ,,, , , m ,u M viry-~t 
SEC had 
studied 26 of 
the largest 
firms, find- 
ing (1) that 
they seem 
to be drift- 
ing from 
their orig- 
inal object 
of writing 
life insur- 
ance to han- 
dling invest- 
ments, and 

(2) that their tremendous concen- 
tration of assets is probably rob- 
bing business enterprise of funds. 

Facts were interesting. From 1929 
to 1938, SEC found, 26. companies 
took in 42% billions. Of this, 10% 
billions was not disbursed but went 
into reserve, surplus and contingen- 
cy funds. Still more interesting was 
the fact that SEC's 26 subjects in- 
creased their assets by 63 per cent 
from 1929 to 1935, yet life insur- 
ance in force went up only 10 per 
cent. 

Next day John A. Stevenson, pres- 
ident of the Penn .Mutual Life In- 
surance company, surprised TNEC 
and the nation by advocating a 
modernization of the 60-ycar-old 
mortality statistics, asserting that 
amounts collected for mortality have 
been too high in recent years. But, 
he added, it makes little difference 
in cost to the policyholder since ex- 
cess Income is returned in divi- 



EXPERIMENTAL FARM COW PRODUCES 
105,884 POUNDS OF 4% MILK IN 
EIGHT COMPLETE LACTATION PERIODS 



HENDERSON 

First mortgage? 




Floor Sanding 

Your old floors made like new. 
New floors made perfect On re- 
quest, finished with acid-resisting 
varnish or wax finish. Call 

W. BOSS 

Lake. Villa Phone 166-M-2 
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Purina Farm Cow No. 132. Her fine calving and milk production 
record graphically Illustrates the necessity of proper feeding and con- 
ditioning while dry. 



SEE 



M. 




for 
GENERAL TRUCKING 

Black Dirt 

Manure 

Long Distance Hauling 

TEL. 253-R Antioch, IlL 



WHITE HOUSE: 
'Missy 9 in Trouble 

Several days after President 
Roosevelt appointed State Under- 
secretary Sumner Welles to make 
a European peace junket, arch- 
Republican papers like the Chicago 
Tribune published a juicy story. Its 
gist: 

The peace mission was conceived 
by Welles himself, who slipped in 
through the White House back door 
one day and outlined his idea in 
glowing terms before Marguerite 
"Missy" LeHand, the presidential 
secretary "who Is rated to hove 
more influence in the throne room 
than anyone else." Said the Tribune 
story: " 'Missy' thought it a grand 




NAMES 

izi the news . . 



JOIIN D. AI. IIAAIILTON, G. O. P. 

national chairman, called his com- 
mittee to order in Washington to 
name a place and date for the 1040 
convention. 

HERBERT HOOVER JR. helped 
discover a new method of detecting 
oil by analyzing surface earth. 
Meanwhile, HERBERT HOOVER 
SR. forecast that European war de- 
mands will soon eat up surplus 
U. S. foodstuffs. 

GEORGE KIOSSEIVANOFF, Bul- 
garian premier, resigned because 
one of his cabinet members favored 
closer relations with Soviet Russia. 

JOSEPH E. DAVIES, ex-ambas- 
sador to Russia and Belgium, now 
special state department assistant, 
was named America's best dressed 

man. 

KING CHRISTIAN and the rest of 
Denmark's royal family gave up hot 
baths because of a coal shortage. 

FRITZ TIIYSSEN, exiled and ex- 
German steel magnate whose multl- 
billion-dollar fortune was confiscat- 
ed last December, also lost his cit- 
izenship. 

ARTIE SHAW, band leader, and 
Actress LANA TURNER were mar- 
ried at Las Vegas, Nev. 



"MISSY" 
A favorite in the throne room. 

idea and laid It before the President. 
Mr. Roosevelt, who was in a most 
receptive mood for a new peace 
drive, beamed and called in Mr. 
Welles and commissioned him on 
the spot to set out upon the great 
adventure. 



Whatever the facts, the Presi- ships. 



dends. 

COURTS: 
3 Decisions 

In Washington the L. S. Supreme 
court mode news by three decisions: 
CL On Lincoln's birthday, it saved 
four Florida Negroes from death, 
ruling that murder confessions were 
obtained by "secret, inquisitorial" 
police methods after five days of 
continuous grilling which violated 
the Negroes* constitutional rights. 
C It created a furore by ruling that 
federal courts have no right to 
change National Labor Relations 
Board decisions on questions of dis- 
puted facts in labor controversies. 
C It enjoined Arkansas from im- 
posing a tax on gasoline (in excess 
of 20 gallons) carried in fuel tanks 
of interstate busses when the gaso- 
line is intended for use in other 
states. Three justices (Frankfurter, 
Black and Douglas) dissented, 
claiming the trade barrier question 
is a matter for congressional action. 

AGRICULTURE: 
Parity for '40 

While the farm bloc was busy try- 
ing to wheedle $200,000,000 for 1041 
parity payments out of an economy- 
bent congress, the agriculture de- 
partment began using the $225,000,- 
000 authorized (but not provided for) 
last year. Payments - would be made 
this year, it was ruled by the last 
congress, if 1S39 average farm 
prices were less than 75 per cent 
of parity — which is the 1909-14 aver- 
age as related to farm purchasing 
power. Since prices were below 
parity, the agriculture department 
announced 1040 payments of 1.55 
cents ($96,000,000) per pound on cot- 
ton; 10 cents ($57,100,000) a bushel 
on wheat; five cents ($40,600,000) a 
bushel on corn, and 1.7 cents ($300,- 
000) a hundredweight on rice. 

AVIATION: 
Boom 

When Europe went to war, and 
especially when cash-and-carry neu- 
trality took effect, everyone knew 
the U. S. aviation industry was in 
for boom times. After six months 
of war the boom had surpassed ex- 
pectations. In southern California 
alone there was a backlog of some 
$200,000,000 in orders for the U. S. 
and foreign powers. But within 30 
days, a survey indicated, mass de- 
livery will begin on thousands of 



She has no name— just a number. 
She is known only as Cow No. 132 in 
the Purina Experimental Farm herd at 
Gray Summit, Missouri. Yet old 132 
Is making a real name xor nerccif by 
her contributions to the cause of build- 
ing longer milking life and higher pro- 
duction in dairy cows. 

Now in her twelfth year, she has 
dropped her ninth calf and produced a 
total of 105,804 lbs. of milk in 8 com- 
plete lactations, according to Meade 
Summers, manager of Purina Mills' 
Dairy Department. "Backed by so fine 
a record," says Summers, "Cow 132 is 
definitely able to tell dairymen what it 
takes to increase the profitable milking 
span of a dairy cow's life, and cut down 
' costly herd replacements due to break- 
down or prematurely worn out animals. 

Down and Up Agzin 

"In 1931, Cow 132 produced 9,830 lbs. 
of milk. But in 1932, she dropped back 
to 7,481 lbs. because for experimental 
purposes she was not conditioned on 
any special dry-cow ration during her 
dry period. After her 1932 milking 



year she was put on Dry and Freshen- 
ing Chow (experimental ration) and 
each year since then she has been con- 
ditioned on Dry and Freshening Chow 
during her dry period. Her produc- 
tion records have been consistently high 
since that time: 

Year Lbs. Milk Lbs. Fat 

1933 14,703 602 

1934 17,551 737 

1935 14203 596 
1930 15,458 602 

1937 12,901 518 

1938 13,695 548 

"Taking in the figures of her first 
two lactations, this makes a total of 
105,884 lbs. of milk, yielding 4,271 lbs. 
buttcrfat— a lifetime fat test of 4% I 
And she's still going strong. She has 
bred regularly year after year and her 
nine calves have all been normal and 
vigorous. 

"This all points to one of the most 
important steps in dairy herd manage- 
ment—namely, the Importance of prop- 
er feeding during the dry period," says 
Summers. 



New Jap Premier Holds Press Session 



Automobile 
Insurance 

Ice, Snow and Cold 

Weather Are the 

Dangerous Days 

You may be as careful as possible, 
the other fellow also. BUT a col- 
lision or upset may occur. 

Now I Will Sell You a Six 
Months Coverage Public 
Liability $5000 & $10,000 
Property Damage $5000 
for $9.50 

or I will give you Public Liability, 
Property Damage, Fire, Theft, 
Glass and Collision— FULL COV- 
ERAGE on the ordinary run of 
cars — say a 35-36-37, for less than 
SI 5.00 for 6 months. 

J. C. JAMES 

Antioch - Illinois 





Admiral Mitsumasa Yonai, newly appointed premier of Japan, talks 
to a press conference after a visit to the imperial palace. Admiral Yonai 
is regarded as a moderate, and has frequently stressed the necessity for 
amity in Japanese-American and Japanese-British relations. Admiral 
Yonai has been commander-in-chief of the imperial fleet since 1936, 



The More Folks You Tell 
The More Goods You Sell 



WIN YOUR RACE 

For Business Supremacy 
By Advertising 
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dent's two ace diplomats showed up 
in Washington next day and were 
reportedly displeased. Up from 
Miami came Joe Kennedy, ambas- 
sador to Britain. Home from Paris 
came Bill Bullitt, ambassador to 
France. Why, they allegedly asked, 
did the President prefer Mr. Welles* 
unseasoned opinions oh Europe to 
their own painstaking studies? 

Apprised of the gossip, Secretary 
of State Cordell Hull and White 
House Secretary Steve Early took 
pains to deny any rift. Said Mr. 
Hull: "I do not think a more cop- 
able person could be sent upon the 
European mission." 

While Sumner Welles sailed for 
Europe to visit chancellories in Lon- 
don, Berlin, Paris, Rome, etc., an- 
other presidential coup was com- 
ing home to roost. The Vatican, 
which holds no diplomatic status 
with the U. S. because of Protestant 



Already filled since the boom be- 
gan lost summer have been orders 
for 1,450 combat Dlai cs; still un- 
completed are 7.7«)0 more. Major 
foreign sales have been to France 
and Britain, wlvch ordered 5,000 
ships. But only about 350 craft have 
been delivered of the 4,450 ordered 
by the U. S. army nnd navy. 

Meanwhile,- however, the U. S. is 
profiting on more recent designs, 
hence will get the best of the new 
ships. Typical Is the army's new 
four-motor bomber. Carrying four 
tons of bombs and a nine-man crew 
at 300 m. p. h., the ship will give 
any enemy a run for its money. 

MISCELLANY: 
Import From Poland 

C At Berlin, Field Marshal Hermann 
Goering announced 1,000,000 Poles 
will be imported to work German 



Every day in the yeai your family will find more reading pleasure from one of 
these splendid otters. Here's a great money-saving opportunity to get really 
famous magazines never before offered with our newspaper. Make your 
selection and subscribe today. 

— The High Quality Offer — 

THIS NEWSPAPER, 1 YEAB8, AN© FIVE 

FAMOUS MAGAZINES 



objections, nevertheless announced farms, bolstering the Nazi larder 



that Myron Taylor (whom the Pres 
Ident named his "personal" envoy 
to Pope Pius XII) would be given 
official status as ambassador from 
the U. S. While Baptists fumed, the 
Vatican calmly pointed out that 
any agent must have diplomatic cre- 
dentials if he Is to be recognized. 



without taking men from the front 

lines. 

C At Albany, N. Y., 8,000 taxpayers 

protested, apparently with success, 
i a '.proposed $15,000,000 personal in- 
I come tax boost, also demanding re- 
1 ductiqn in the pending $306,700,000 

budget.' 



•Collier's (Weekly) 1 Year 

McCall's v.... 1 Year 

True Romances 1 Year 

Woman's World :........... 1 Year 

Household 1 Year 




...... 



•Instead of Collier's send me □ Look (the picture magazine), 1 Year 
or □ Liberty, 1 Year (Check only one) 



— The Real Value Offer — 

THIS NEWSPAPER, 1 YEAR, AND FIVE 

POPULAR MAGAZINES 



'Inside Detective 1 Year 

Woman's World 1 Year 

Household J Year 

True Romances 1 Year 

Farm Journal-Farmer's Wife ...... 1 Year 

•Instead of Inside Detective send me □ Pathfinder, 1 Year 
or D Modern Screen, 1 Year (Check only one) 



FILL OUT COUPON -MAIL TODAY 

Gentlemen: I enclose $ Send me a year*! 

subscription to your newspaper with the magazine offer 
I have checked below: 

□ High-Quality Offer □ Real-Value Offer 

Name •••••••••• ••••• • 

Bt or ILFJD. 

* oat Ouice. .. •»...«». ...... ...»..*. .Diate. . ■ ... ... *_•>»• 
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Antioch Plays in 
District Basketball 
Tournament Tonight 



THE" ANTIOCH NEWS, ANTIOCH, ILLINOIS 



Club Hears pt 

Farm Problems 



Antioch is paired with Capron in the 
district basketball tournament at He- 
bron this evening-, The Hebron team 
will play Huntley tonight also. 

The winners of the two games will 
be matched Friday evening at 8:45. 



H. C. Gilkerson, Farm Ad- 
viser, Addresses 
Civic Club 



In 1900 it took a certain part of a 
farmer's produce to cover the costs of 
equipment and other things he had to 
purchase; during intervening years the 
Winners of the opening games in the ratio has changed, and it takes a larger 
tournament, Richmond vs. McHenry , proporlion of a f arnicr ' s produce to 
and Plato Center vs Harvard, who buv the lW he ncetls _ aml this ; s 
were matched Wednesday evening, are pne of thc ca||SCS of thc „ farm b . 
also- to play off on Friday night, at 7:4a , „ H c Gilkcrson to j (1 mcm bcrs of 



o'clock. 

Friday's winners will in turn be 
matched in a game Saturday evening 
at 8 o'clock. 

The winner and runner-up will go to 
the regional tournament to be held at 
Crystal Lake. 



Ray's Service Station 
Burglarized; Loss, 



$25 



the Antioch Men's Civic club at a 
meeting Monday evening in St. Igna- 
tius' Guild hall. 

Gilkcrson, who is adviser for Lake 
County Farm bureau, took as his sub- 
ject "Thc Federal Farm Program." 

Since economic changes have dis 
turbed thc parity of farm products and 
the price required for farmers' pur- 
chases, "parity payments" to farmers 
have thc aim of reducing this differ- 
ence to some extent, he said. 

Speaking of conservation payment:* 
made to farmers for planting crops 
that do not exhaust the soil, he said 
it was his belief that this policy was 
justified because the value of thc soil 
is a national resource, besides being 
important to thc individual farmer. 
The much debated question of crop 



Antioch Wine in 

Ping-Pong Tourney 

With Round Lake 

A score of 11 points out of a possible 
17 was piled up by Antioch in a ping- 
pong tournament with Round "Lake, 
held at Round Lake Friday evening. 
Thc tournament was sponsored by 
the Antioch and Round Lake recrea- 
tion departments, which hope to make 
it an annual affair. 
Scores were: 

Round Lake 

Bill Murphy; 

John Murphy 

IT. Rippbcrgcr 

John Turner 

Rac Ellis 

Bill Schmidt 

Ernie Bcndull 

Walter Rosing 
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Antioch 
Dave Duprc 
Bill Techcrt 
Cal Campbell 
Ray Quedcnfcld 
Ray Horan 

Elmer Hawkins 
Charles Techcrt 



. The. 
Observer 




state of the crops and all local scan- 
dads were duly gone over. When peo- 
ple say the automobile is responsible 
for the decline of conversation, we arc 
sometimes inclined to agree with them. 



Goods valued at $25 were stolen 
from Ray's Service station, corner of 
Routes 173 and 21, south of Antioch 
sometime Sunday night. 

Thc loss was discovered Monday 
morning at 7 o'clock when B. A. Rav, 

, . , , . . -, iiic ium.il UKuaau «(iic»uuii OI crop 

proprietor, opened thc station for the | H m i ta tion. Gilkerson said, is analagou-- 
days business. (to industrialists' and manufacturers' 

Articles missing included six carton.- limitation of production, 
each of cigarettes and candy bars, two P | accs were sct for 36 at thc d[nncf 
boxes of cigars and two two-gallon Thc «;p eakcr was introduced bv W. C 
cans of oil, he informed deputy sheriffs. Petty, program chairman. 

A bulldog leit tied at the rear of the I 

service station by Ray the night before '' Edward Lynch, Chicago, spent 
was still there to greet him in the '"Tuesday with his mother, Mrs. An- 
morntng. drcw L vnch . 



Antioch - Singles 

Dave Dupre 14-21-21 

Bill Techcrt 21-21 

Cal Campbell 14-13 

Ray Quedcnfcld 21-21 

Ray Horan — 15-21-21 

Elmer Hawkins ~ — 21-23-21 

Charles Techcrt .21-21 

Antioch - Singles 

Dave Duprc — 21-21 

Bill Techcrt - - 21-21-21 

Cal Campbell — 21-21 

Ray Quedcnfcld 21-21 

Ray Horan -22-21-21 

Elmer Hawkins 21-15-15 

Charles Techcrt 16-14 



(1) 
(1) 
(0) 
(1) 
(1) 
(0) 
0> 

0) 
(0) 
(O 
(1) 
(1) 
(0) 
(0) 



CLASSIFIED 



The Cost Is 
Small 




The Result h 
Surprising 




WANTED 



Antioch - Doubles 

Dupre, Techcrt ...- 21-21 

Campbell, Quedenfeld —.21-21 

Hawkins, C. Techcrt 19-21 



Round Lake - Singles 

Bill Murphy 21-12-10 

Howard Ripperberger.... 15-13 

John Turner - 21-21 

Rac Ellis _ 14- 9 

John Murphy -21-10-17 

Bill Schmidt" - 14-25-23 

Ernie Bendull ~ 16- 8 

Round Lake - Singles 

Howard Ripperberger 19-17 

Bill Murphy _ 2^-18-23 

Walter Rosing 10-13 

John Turner 12-19 

Bill Schmidt - 2.M5-12 

John Murphy 19-21-21 

Ernie Bcndull 21-21 



(1) 
(1) 
(0) 

11 

(0) 
(0) 
(1) 
(0) 
(0) 

(1) 

(0) 

(0) 

(1) 

(II. 

(0) 

On 
(!) 
(1) 



WANTED— High price paid for good 
clean cotton rags, no .-trips, no scrap.;, 
no overalls. The Antioch News. 



FOR SALE — Am leaving country, 
will sell for best offer — 1 horse, wt. 
about 12(H) 1!)... 12 yrs. old: set of 
double harness, new collars: McCor- 
mick corn binder, in good condition; 
John Deere walking plow, new: three 
pig?, 100-150 lbs. Charles Alvcr.s 
farm, Hwy. 21-.S3. 1 mile north of 
Antioch. John Usas. (28p) 

FOR SALE— I will write a policy 
$5,000 and $10,000 Public Liability, ano 
$5,000 Property Damage, as required 
by law as of March 1st, 1940, Light 
Delivery Trucks for $22.00. S. B. 
Xebon, 928 Main St., Tel. 23, Antioch', 
111- (28c) 

FOR SALE— Why build? Will sac- 
rifice six-room bungalow, modern, fur- 
nace !u-at ; -ide-rlrjve big garage. Small 
down payment, balance like rent. In- 
quire Loon Lake Tavern. Phone 
Antioch 386. <2H-2-'c> 



j WAN'TED— Old. crippled or down 
I horses or cows (alive). Quick ant j 
1 Sanitary removal. Herron's Mink- 
Ranch, Bristol 70RU. Thonc charges 
will be paid by us. (8tf) 



COL'PLE WAXTED-Mau to work- 
small farm and care for dog kennel: 
must be handy with tools. Woman 
to clean and cook in owner's home 
one or two days weekly. A home 
with electricity, gas heat, hot water, 
milk, cream, butter and eggs and 
vegetable garden furnished. Positive- 
ly state full particulars and references 
in first letter as to qualifications and 
. salary expected. Address Box A, care 
Antioch News. (28c'» 

WAN'TED— Experienced farm hand 
by March 1. Al Swenson, Tel. Anti- 
och 167-R-l. (28c) 



Round Lake - Doubles 

1'.. Murphy. J. Murphy 9-15 

Schmidt. Bcndull 19- 6 

Ripperberger, Turner 21 -IS 



(0) 
(0) 
(1) 



Rotnour Presents "Poor 
Relation" Tonight, "Pud- 
d'n Head Jones" Next 



FOR SALE — Choice nursery stock. 
Evergreens, fruit trees, -hrubs, flower-. 
Guaranteed to live or will be replaced. 
Henry Quedenfeld, 465 Orchard St., 
Antioch, Telephone 22A-L ■ -T-2Sp) 

FOR SALIC— Sell or will exchange 
income-producing ;>ropcrty in Wauke- 
gan for home in Antioch. Tel Anti- 
och. Tel. Antioch 255-R. 45p) 



MISCELLANEOUS 



PIANO TUNING and REPAIRING 
— dcaicr in new and used pianos. 
Stanley Szydlowski, Burlington. Wis. 
Phone Antioch 16. Jan39p) 



Stage presentations by the J. B. 
Rotnour company will take a flight 
into "higher society" when "Poor Re- 
lations" is given this evening. 

Miss Jewel Townsend will be seen 
in a "Cinderella type" lead as the 
"poor little 'It' girl," Miss Margaret 
Peachy is to have the role of the 
spoiled society girl, Miss Dorothy La- 
Verne the part of thc society matron 
and Mr. LeRoy that of her hen-pecked 
husband. 

The eccentric old uncle who helps «o 

thc 
Par- 
in a 



Mr. 
seen 



FOR SALE— Farmers, 4-H club;-- 
Foundation stock, pure bred, prize- 
winning Chester White feeding pigs, 
gilts, sows and boars; bred brood 
marcs and colts. Reasonable; or will 
trade for grain, cows or heifers. Supple 
Farm, Graysiakc, Tel. 5531. (14tf) 

WALL PAPER 

500 of the latest 1940 patterns to 

select from— lowest prices in vear*. 

J. DUNNING, Decorator' 

Tel. Antioch 92M 



HOUSE MOVING AND RAISING 

Carpenter and Cement Work 

Let us estimate your job. We do 

the job complete under one contract. 

Go id work for low prices. George D 

Lake. 111., Telephone I 
(46p) 



bring in much of the comedy . 
play will be portrayed b\ 
sons. Mr. Con ley will be 
leading part. 

Mr. Parsbns will introduce one of 
his favoiitc numbers, "Whispering 
Hill." during the evening's program] 
and Miss Peachy will be seen in a 
comedy novelty. 

'•Puddn' Head Jones" is to b. next 
I hursday evening's offering. 

Merchant tickets for the Rotnour 
performances may be secured from 
J'rms listed in an advertisement in this 
ssue of: the Antioch New.-. 



Looks as though winter had to «ct in 
a few good licks, just to show spring 
and the daffydilts ain't quite here yet. 
One of the modern miracles to us is 
how well highway crews working 
around Antioch manage in keeping the 
roads clear, against obstacles like quite 
a bit of snow and a robust north wind. 
We glimpsed a couple of snow plows 
halted on the Old Wilmot road the 
other morning while the drivers passed 
the time of day. Reminded us of the 
days when horses on fanners' rigs 
used t-. stop automatically at the .sound 
of the first greetings being exchanged 
r-knowing full well that they wouldn't 
be starting en again until the political 
situation, the state of the nation, the 



Fox Lake 3222. 





PIANO TUNING and REPAIRING : 
-dealer m new and used pianos.' 
Stanley Szydlowski, Burlington. Wis 
Piionc Antioch 16. (21tf> 



r 



FOR SALE— New and used oil heat- 
ers; new and used Dri-gas stoves and 
all sorts of other used stoves. A. J. 
Eggert, Camp Lake, Wis., Telephone 
Wilmot 677. (21 tf) 

FOR SALE— $2.59 reg. Berry" Pros, 
flat paint. In colors, washable. Cov- 
ers in one coat. Special. $1.60 per 
gallon. Goldman's Paint Exchange, 
612 Fifty-seventh street, Kenosha, 
Wis - (31c) 



To Whom It May Concern: 

will not he responsible for debts 

incurred by anyone other than myself 
alter Feb. 2U, 1940. ' [ 

ROBERT J. SHEEHAN, 

Antioch, 111. 



FOR SALE— House, 341 Harden St., 
Antioch. Any reasonable offer accept- 
ed; also 24 lots in Antioch Hills sub- 
division near junction r,ts. 21 and 173 
Call Antioch 274 or write St. Peter's 
Rectory, Antioch, III. (2&if) 



FOR SALE-10 While Rock Pullets; 
Dodge truck with enclosed box for 
hauling milk. Donald Andersen, 661 
North Main St., Antioch, III. Ph nc 
. 3 <*W- - (28p) 



FOR SALE— Used oil burner stove, 
large size, good condition, reasonable 
price. Antioch Milling company, Tele- 
phone 10. (28c) 



FOR SALE — My residence at 361 

Harden St. Frank Powles, Antioch, 

Illinois. (2fic) 



FOR RENT 



FOR RENT— Five room house, at 43«J 

R-Ki^V' Antioch - Ga "gc. Inquire 
«ob Wilton, two miles north of Anti- 
och on High way 83. (15^ 

FLOOR SANDER for rent. Renew 
your own floors with a new zander. 
Ray Poiahl, Bristol phone 3-R-H. 

_/ (29p) 



F 9£ RHNT-Farn, house, 1 m ile 

S T° U ,ea iw.u. f Uke Vil,a °» Ro «te 21. 
J. K, Williamson, phone Lake Villa 

~ 7t (28p) 



Opportunity 

Knocks 

V, 




READ the ADS 



o 



CASH 

LO 




No Red Tape 
Confidential Service 
No Endorsers Needed 
Payments to Suit 
Your Income 

We invite you to call at our office and talk over 
your money problem with our manager. 



HOUSEHOLD LOANS 

for... 

Bills 
Fuel 
Taxes 
Repairs 
Clothes 
Insurance 
and other purposes 



FARM LOANS 

to farmers to buy 

Feed 

Live Stock 
Farm Implements 
or Make Repairs 
and Improvements 



We make Auto Loans and can 
reduce your car payments. 

$25 to $1,000 

LET OUR CASH HELP YOU 



LIBERTY LOAN CORPORATION 



5825 Sixth Avenue 



Phones 8102 - 8103 
Orpheum Theatre Bldg.. Suite 204 



LILUiaU 




We hadn't noticed until >tlic fact .was 
called to our attention this morning: 
that the Antioch News publishes five 
papers 'this month. The chances of 
five Thursdays in 'one February were 
figured out by a hasty calculation as 
occurring only once in 28 years. So, 
besides being published on Washing- 
ton's birthday, today's issue of thc 
News has another claim to distinction 
1. . . quite aside, of course, from its 
undoubted journalistic merits. . . , 
— o — 
There arc quite a lot of flags out to- 
day. We don't know if people gener- 
ally have noticed it, but we think that 
quite aside from its symbolism, the 
United States flag is really one of the 
most beautiful in thc world. Perhaps 
folks in other countries think that of 
theirs, too. 

But as we watched thc flags waving 
in the wind this morning, up and down 
Main street, We couldn't help but feel 
that they remind us how utterly differ- 
ent were the principles for which 
George Washington and others of thc | 
early American leaders (and many 
later ones, too) fought and worked, 
from the motives that brought about 
thc present European struggle. Per- 
haps that is why we over here look on 
it with such regret when we wonder 
whether the different questions in- 
volved couldn't be settled by methods 
attended with less tragedy and with 
less waste of life and materials. 

Europeans say we arc wasteful, but 
we don't suppose they ever stop to 
think what centuries of warfare have 
cost Europe. Seems silly, doesn't it? 
— o — 
The recent snow and ice have stym- 
ied the activities of a certain -'gcri- 
t lem an of the road" who during past 
months has visited Antioch regularly j 
and made the rounds of the business I 
dshrict in quest of cigarette arid cigar! 
butti, which he salvaged from the gut-, 
ters, apparently completely oblivion.- [ 
of any and all on-lookcrs. Prbfcssi n- 
ally, among the brotherhood, the mail I 
would be known as a "snipe-shooter.", 
His step is quick, his eye alert and he j 
pays the most strict attention to the' 
business in hand— th.it of getting his 
day's supply of tobacco just for the 

taking There's no point to the 

Story— except that it's a pathetic sight. 
This man. obviously endowed with ro- 
bust health, and evidently having seen 
better days, descended to the status 
of a human derelict. It makes one 
wonder if our social system is at fault 
—or is thc man just a natural-horn 
bum? 



We're kinda laying for thc guy that 
phoned in an ad thc other day — "For 
Sale dash used oil burner stove comma 
large size comma," 1 and . so on as we 
figure maybe he thought we might 
hold out on thc punctuation and we're 
terribly terribly hurt We figure he 
maybe thinks we arc thinking of try- 
ing Mark Twain's idea of putting in 
all the punctuation marks together in 
the back so the reader can salt 'cm in 
to suit ourselves And now that we 
think of it we think maybe it might not 
be such a bad idea at that ,,.,.,. 



• "Among things that linger on after 
we have forgotten their purpose arc 
customs and medicine bottles." 
Ain't it the truth, folks? 

Clara Haling, editor of "Haling's 
Chatter," has had the temerity to pub- 
lish in her paper a list of eligible mat- 
rimonial hold-outs. (A few Antioch 
stalwarts arc mentioned). Young 
ladies who arc interested in learning 
whether or not there is anything in 
that Leap Year stuff might do well to 

investigate same What was it 

Confucius said? 




Note to ladies interested in knitting 
—Mrs. A. K. Mueller of the Round- 
Up holds something of a record in that 
line. During thc past few years she, 
has knitted herself eight or nine suits ' 
or other complete outfits. . . thc latest 
being a gorgeous "creation" in ivory 
color, with a pleated skirt. 



Odd Job Service 

Work done by the hour or piece 

Call Antioch 6 



Every once in. a while we arc kind 
of shocked to learn that people actual- 
ly read this column. 

Wc hope you'll like these little quo- 
tations which Mrs. W. D. Wood had 
saved up and which wc begged ofTn 
her: 

"Things even up. You can't win as 
much success in a hick town, but it 

citizen " SS t0 makC y ° U a promfnc "t 

"How strange to spend twenty years 
Wiling educated, when you can seem 

SffiSS iust by kccpin * *2 



Card and Bunco Party 
Friday Nite, Feb. 23 " 



at 



Grass Lake School 

Pinochle - Bridge - 500 - Bunco 

sponsored by the P. T. A. 
Admission 25c - Prizes 




— Won't you come over 

and play 
at the 

"MEN'S NIGHT" 

CARD PARTY 

sponsored by the 
ANTIOCH P. T. A. AT THE 

Antioch Grade School 

Monday Eveg., Feb. 26 

8:C0 P. M. - Admission 35c 
REFRESHMENTS! 




A 

Washington's 
Birthday Party 

with plenty of 

Fun and Surprise 

i: to be held at 



The 






i Hole 



Route 59, Cedar Crest 
Lake Villa - Illinois 

SATURDAY, FEB. 24 

Come and ;oin your friends 
Special Event - Entertain- 
ment - Cherry Picking 

A lucky cherry on thc tree for 
everyone present 
G. Meinersmann, Manager^ 




Come along! Join the crowd! Stock up on these staple 
items at this special 5. 10 and 15 cent sale! Every week 
your neighborhood A&P offers you sensational bargains. 
Let us help you balance the family budget NOW! 

ATLANTIC TISSUE - - - R0LL 5 C 
HERSHEY COCOA - - . v«o^ P 

CAN ww 

BLUE ROSE RICE - - . 

FRENCH'S CREAM 

SALAD MUSTARD - - . 

RED PITTED CHERRIES NO A - N 10c 

REDCROSS TOWELS - - - - 10c 



'- a 5c 



BULK 



6 ^ R 2 10c 



ALMOND BRAID 

Coffee Gake 



EA. 



25c 



Hot Gross 
Buns m 6c 

CINNAMON ROLLS, Ver- 
mont Delight, pkg. of 6, 10c 

RAISIN BREAD, your 
choice, white or bran 
1-lb. loaf 8c 




Gorton's 

Clam Chowder 1 lb. ca "10c 

Thank You 

Blackberries ... can jQc 

Sultana 

Mackerel ... can in r 

Polk's 

Grapefruit . , No. 2 can th^ 
A&P 1UC 

Sauerkraut . No. 2j/ 2 can in r 
Rival 1UC 

Dog Food . 3 1 lb. cans 25 c 

Oxydol . . 2 tee- okgs. 3q r 
Lux 

Toilet Soap . . 3 cakes ]g c 

RinSQ ... 2 lR e. Dkgs. QQ_ 

20 Mule Team 

Borax 15c 



FRESH FRUIT AND VEGETABLES 

Texas Seedless Grapefruit ln c o 

S* 1 1 v*. • . iu tor 26c 

Golden Ripe Bananas 

To ••••■.. 4 lbs. 25c 

Texas Carrots . o i , 

Fresh Roasted ' ' ' . ^ bui,che » ** 

Peanuts . . Ik IHr ^"Southern 

Porto Rican ' Cabbage .... 2 lbs. 7c 

Sweet Potatoes 3 lbs. 13c A°«'i Bcauty or Wine "P 

_^__ i«3c Apples .... 4 lbs. 25 C 







r 




iPfalt^^ 



.; , • ••" ."!'..... K&M&M** 



